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PREFACE TO THE THIRD EDITION. 


THE issue of a Third Edition of this work alone suffices to show 
that it has met and still meets a need, It is also evident that the 
Explanatory Notes, Diagrams, Judicial Decisions, and other matter 
bearing upon the application of the Model Byclaws issued by the Local 
Government Board, have facilitated the work of Sanitary Authorities 
and their Officers in the preparation and administration of codes of 
byelaws within their districts. The Publishers have further Icarned 
with satisfaction that the work has been found useful to architects, 
builders and others. 


With a view of rendering the work still more helpful in these 
several directions, care has been taken to bring it up to current date 
in cach of the matters dealt with New byclaws, which have been 
prepared to mect special wants, and which have received the approval 
of the Local Government Board, have been added ; fresh explanatory 
Annotations and Diagrams have been inserted ; and recent Judicial 
Decisions on the subject of byelaws and their interpretation have been 
carefully summarised. And with a view to facilitate reference to the 
latter, these decisions have been transferred from the Appendix, and will 
be found embodied in the Annotations dealing with the several subjects 
to which they relate. In short, the work has been compiled and revised 
under circumstances which enable the Publishers to issue it with every 
confidence that it will be found correct in all its details. 


9° Fleet Street, E.C., 
June, 1890. 


PREFACE TO THE SECOND EDITION. 


Ir proof were wanting that a wide demand existed for the 
issue Of Explanatory Notes and Diagrams as to many of the 
Model Byelaws of the Local Government Board, it has been 
afforded both by the rapid sale of the First Edition of this 
work, and also by the continued applications which the Pub- 
lishers receive from Sanitary Authorities and their Officers, 
Architects and Builders for further copies, and which have 
rendered it necessary to issue a Second Edition. 

In compiling the present issue the Publishers believe that 
they have largely added to the value of the work. In the 
first place, the Annotations have been extended to two more 
series of the Model Byelaws, namely, those relating to Common 
Lodging-Houses and to Slaughter-Houses, and thus explan- 
tory notes and diagrams are now available as to the five 
series which are most generally adopted by Sanitary Authorities. 
Additional diagrams have also been prepared with a view of 
illustrating the meaning of certain clauses in the series relating 
to New Streets and Buildings. Further, a third Appendix 
has been prepared, in which the Publishers, whilst not pro 
fessing to give an exhaustive summary of all the judicial 
decisions relating to byelaws, make reference to those judy:- 
ments which, in practice, most frequently require consideration. 
And lastly, the Publishers are confident that the work has 
throughout been so revised and added to as, in every respect, 
to bring it up to current date. 


go Flect Street, E.C., 
March, 1885. 


PREFACE TO THE FIRST EDITION. 


Few contributions affecting questions of local government are 
calculated to have a more important influence on the future 
sanitary administration of this country than the recently com- 
pleted issue, by the Local Government Board, of their series 
of Model Byelaws. 

The large demand which has been made for them by sanitary 
authorities and others, has shown the value which attaches to 
them, and the cxtent of their adoption would have been cven 
greater than has actually been the case, had it not been for the 
necessarily somewhat complex and detatled nature of many 
clauses, the precise scope of which it was requisite to define. 
Indeed, it is within the knowledge of the publishers that hesita- 
tion on the part of sanitary authorities to adopt the byclaws, 
has been largely due to the want of some trustworthy expla- 
nation both as to the precise meaning of some of the clauses, 
and as to the grounds on which it has been dcemed necessary 
to include others in the several series. 

These remarks apply with special force to those byelaws 
which relate (@) to the Cleansing of Footways, Ashpits, 
Privies, &c., and to the Removal of House Refuse; (6) to 
the Prevention of Nuisances and the Keeping of Aninials ; 
and (¢c) to New Streets and Buildings, and for this reason 
the publishers have decided to supply an edition of the model 
series as to these clauses, in which the wants indicated will be 
fully met. Full explanatory notes have been appended to 
each of the clauses, and, where necessary, diagrams have been 
prepared in order further to illustrate their meaning. In the 
preparation of the notes the publishers have taken care to 
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ensure that the information afforded should not only be in 
every respect correct, but that it should at the same tithe be 
based upon modern scientific and practical data. Pains have 
also been taken to indicate clearly, in the several diagrams, the 
precise points to which attention should be directed, and a series 
of valuable lithographs showing the various methods by which 
the byelaws as to house-drainage may most efficiently be carried 
out, has been specially prepared for the work by Mr. Rogers 
Field, Member of the Institution of Civil Engineers. 

Several important modifications of, and additions to, the 
model series as originally published, have also been tntroduced. 
The modifications have reference, in the main, to points which 
local experience has indicated as necessary in certain districts, 
and both the modifications and the additions have in every case 
received the official sanction of the Local Government Board. 
Thus, clauses have been introduced dealing with such subjects 
as——the hours during which scavenging of privies, &c., should be 
carried out ; the construction of buildings of half-timber work, or 
with cavity walls ; the dispensing in certain cases with parapets to 
party walls ; the preparation, for building purposes, of land that 
has been excavated for brickmaking, and of other low-lyiny sites. 

Appendices containing information as to the required capacities 
of privies, ashpits, &c., and embodying the various clauses of 
the Statutes bearing upon the several byelaws, have also been 
prepared; and with a view of facilitating reference, a copious 
index has been added to the volume. 

In conclusion, the publishers would express the confidence 
with which they submit the work, not only to members and 
officers of sanitary authorities, but also to architects, builders, 
and to all who are concerned, in one way or another, with the 
conditions which should regulate the future extension, and the 
sanitary administration, of districts in which they reside or have 
an interest. 


go Fleet Street, E.C. 
January, 1883. 


WINTER WARMTHa4nDCOMFORT. 


APPARATUS. 


mcm ARE IR renee ARERR AR pA tert 


HLEATING 


kre R RH ttt BS 
ET EY opal 





GOrundy’s Specialify. DWrutre Warm Riv. 


UPWARDS OF ONE THOUSAND TESTIMONIALS RECEIVED. 


CoMBINATION oF PURE WARM AIR & HOT WATER, 


AS SUPPLIED TO 


Truro Cathedral; Londonderry Oathedral; Sherborne Abbey . Kilmore Cathedral; 
Stanley Cathedral, Falkland Islands; Cardiff Catholic Cathedral; the Queen's 
Schools Chapel, Eton ; and to upwards of three thousand Places of Worship; and 
a great number of Mansions, Houses, Hotels, Hospitals, Schools, Asyluins, &c., 
Warehouses, Factories, and Workhouses. 





SHOPS! SHOPS! SHOPS! 


‘West Ind Hlouse, 74 & 75, Upper Strect, Eslington, London, N, 
© Vareh oth, 1S Qu. 


“Mar GartNnby — Dear San.—We have much pleasure in telling you the Efeating: \pparatus you have 
placed to warm our Costume and Mantle Show Rooms, at 74. Upper Street, isa perfect suceess. Tt gives of 
a pleasant warmth without any dust, smoke, or the disagreealle odour usually noticed in pas stoves. \s you 
told us, so we find, that produces warm, PURD. aur only. 


“In addition, it cffectually prevents the WENDOWS SSETEAMINGS Phas alone ay a desiceratum 
deserving the attention of ALT interested in the display of guods | Weare so pleased with the present one, we 
wish you to fix another at 75, Upper Strect. We will willingly answer any inquines, and show the ‘Patent’ 
to anyone who may call. Yours tauly, T. Frncoit, Evans & Co,” 


Book of Testimonials gladly forwarded gratis on application to 


JOHN GRUNDY, 
30, DUNCAN TERRACE, CITY ROAD, LONDON, and 
TYLDESLEY, near MANCHESTER. 


Telegrams, '‘JOHN GRUNDY, LONDON.” N.8.—Perfect success guaranteed, or no pay. 


ESTABLISHED 1874. 


THE BANNER SANITATION CO. 


Guarantee efficiency and economy in canying out their system, and remedy defects, 
if any, for three years, free of charge. 
. 


1 . e es 
The Banner System of House Drainage and Ventilation 
was Patented in 1875, was cmboued an the Model Byalaw aa aSpz.an dos now ariversally adapted. It is 
simplicity itself, and cnurely revcrsed the method wich presage d previogs to dts mtoducven, Any alterations 
or pretended improvements init, while increasing its cost, offen seriously lessen its ¢thciency 


me ~~ ae tee eee = ee ee ene ee 


TESTIMONIALS. 


° 
- ‘JT have no_ hesitation im 
= : 
. saying that Mr. binnrr’s System 


renders a house absolutely secure 






“'The system deviscd by M1 ; 
” a against that most insidious of 
BANNER 18 as near perfection as 
ey San Nas ; enemies sewer gas. and that the 
may be. Santtar, Record ; ; 
ereatest credit 1s due to him for 


oa having succeeded in solving a 
6s f ’ TAS . = ’ . U ] . * 
Mr. BANNERS System will problem which has _ hitherto 


make any house absolutely sate Gatigdk All: the: combined Adlon: 


from sewer gas and noxious : Q ed of the best Sanitary Authorities 
odours of any kind” | Architect of the day, and as regards other 
so-called systems they are nearly 
all of them derived from the 
same source whether they adopt 


an extracting cowl or not.” 


“The system imtroduced by 
Mr. Bannéx has undergone a 
crucial test, and can. only be 


ae re ! ’ . 
looked upon as ai great fas | Lie Seon Or: 
«4 ; 
ACCOM Pit, — Ve opolitan New Design &, Trade Mark. I ATITAT, r. 
The Banner Sy tem and Appliances Fitve tect screatateadty tested aad ccartitiee! oe the die st ovtunt for 
the work they are nten ded to compass, ane that trey cub t ter dae specited by vachitects, gomeradls They were 


awarded bald, 3 Silver. id t Bronze Medi atthe International Health Exhibition, S84. and in rs82 
THE HIGHEST PRIZE OF THE SOCIETY OF ARTS Otonth. best canta are cments in houses 


my the Metropolitan meaty the Pudgees Toume Sip Robert Eouwlinsear Sa Pouches Grailter Sop bl Trueman Wood, 
‘The Banner Ventilators are the Strongest mow ap use, were awarded the only Gold Medal wat Brussels, 


and haghest awards ob rl the most imypertunt Poshibitions iaelvtos Parts, Brighton, Eastbourne, 
Sunderland, etc. 


BANNER'S AIR-TIGHT MANHOLE COVERS 





eee Witetatececeeerr ee 
FES SO SON OC 


PREMSBBEREARERE F hhehekaded 11) LL 














BECTID. OF COMER saunrak otw duu? 









Nae ane 


i = — 
Obtained thé highest and only Award for such Apphances at the International Health Exhibition, 1884. They 
are made in all sizes, are of the simplest and strongest form, and cheaper than any others in the market, in 
proof of which there is a very large demand for them. 


BANNERS PATENT ) ONCE USED, 
DRAIN GRENADES. rua Gee USED ALWAYS. 


( ‘ ‘ : : é ‘ 

in conjunction with their recently designed DRAIN EXPLORER render the testing of drains perfectly easy, 
are allowed to be a complete success, and are used very extensively by Sanitarians and Experts, including most 
of the Metropolitan Vestry Authorities, Architects, Surveyors, etc. For Full Particulars and List of Prices 


APPLY fro 


THE BANNER SANITATION CO., 


24, CRAVEN 8T., CHARING CROSS, LONDON, W.C. 






TABLE OF CONTENTS. 


Preface to Third Edition : : : : : 

Preface to Second Edition 

Preface to the First Edition 

Extracts from a Letter of the Local Government Board addressed to Urban 
Sanitary Authorities. 

Extracts from a Letter of the Local Government Board addressed to Rural 
Sanitary Authorities 

Memorandum of the Local Government Board as to the series of byelaws 
with respect to the cleansing of footways, privies, ashpits, &c., and the 
removal of house refuse 

Byelaws and explanatory notes with respect to the cleansing of footways and 
pavements, the removal of house refuse, and the cleansing of earth- 
closets, privies, ashpits, and cesspools 

Memorandum of the Local Government Board as to the series of byclaws 
with respect to nuisances and the keeping of animals . ‘ 

Byelaws, with respect to nuisances and the keeping of animals, with eaplana- 
tory notes and references to legal decisions 

Memorandum of the Local Government Board as to the series of byclaws 
with respect to common lodyuing-houses : ; : 

Byelaws, with respect to common lodging-houses, with explanatory notes 
and references to legal decisions 


Memorandum of the Local Government Board as to the series of byelaws 


with respect to new streets and buildings. : : : : 
Byelaws, with respect to new streets and buildings, with explanatory notes, 
illustrations, and references to legal decisions : : . ; 
Memorandum of the local Government Board as to the series of byelaws 
with respect to slaughter-houses ‘ : : : , 
Byelaws, with respect to slaughter-houses, with explanatory notes and 
references to legal decisions ‘ ‘ ; : ‘ : 
Appendix No. I. : 2 ; ; : : : 
Appendix No. II. . ; : : é ‘ : ‘ . : 
Appendix No. III. . : . : : : : : é ; ; 


Index ; : 2 ; : ; . : ; : 


PAGE 
lil. 


Vii. 


| Ze) 


17 


ry 


45 


63 


- 


66 
171 


179 
194 
195 
224 


225 


LIST OF DIAGRAMS. 


Diagram No. I. 


? 


b 


3? 


23 


>? 


Pal 


33 


t Bd 


33 


as 


If. 
III. 
IV. 

V. 
Vi. 

VII. 
VITTI, 
IN. 
be 


“1, 
XIT. 
NIT. 
XIV. 
SV: 
XVI. 
AVIT. 
XVIII. 
NIX. 
XX, 
NANI. 
AXIT. 


XXITI. 
XXIV. 
XXV. 
AXMVIA. 
XXVIIa. 


PAGE 
Bonding of brick walls. : - 78 
Half-timber construction of external walls ; . 80 
Hollow walls . ‘ : : : ; . 8 
Footings of walls. ‘ . : : . 83 
Damp course in walls : , . Sy 
Ditto ditto ’ 85 
Iitto ditto : ‘ 85 
Thickness of walls of domestic buildings : QI 
Tito ditto ditto ; : Q2 
Thickness of walls of pubhe buildings and buildings 
of the warchouse class : : of 
ditto ditto ditto 07 
Openings in eaternal walls 100 
Parapcts to external walls 101% 
]itto ditto é 102 
Parapcts to party walls. 103 
Ends of timber in party walls. 107 
Open space in front of building . 195 
Open space at rear of building 118 
]ditto ditto 118 
Ditto ditto ‘ ; . 118 
Ditto ditto ; : : 118 
Open space about buildings. Sites adjoining streets 
meeting at acute angle ; , : : . 120 
I)itto ditto Sites of shallow depth . 122i 
]I)itto ditto ditto . 121 
I)itto ditto ditto . b2t 
]ditto ditto ditto . 2K 


J ditto Gitto Re-erected on corner sites . 123 


X11 


Diagrans. 


Diagram No. XXVIITIa. Open space about buildings. Sites tapering to the 


9 


33 


79 


9 


oe) 


bhi 


a> 


9 


+? 


.F 


9” 


9 


73 


a9 


39 


99 


99 


99 


99 


29 


be] 


a9 


XXITXa. 
XXXA. 
XXXI. 


XXXITA. 
XXVI. 
XXVII. 
XXVITI. 
XXIX. 


XXX. 
NXXITIa. 
XXXII. 
NNNIIT. 


ANALY. 
XAXV. 


XANVI. 
AXAVIT. 
AXXVIII. 
NANIX. 
AL: 


rear : : , . , ‘a 
Drainage of subsoil ; ; : - 
Sewer-air traps ‘ : ; e. 2O 3 ; 


]Iisconnecting chamber between house-drains and 
public sewer 

Junctions in drains 

Drain arrangements of detachcd houses 

Drain arrangements of semi-detached houses 

rain arrangements of attached or terrace houses 


Details of arrangement of disconnecting trap between 


house-drain and public sewer 
[ditto ditto ditto ditto ditto 
Arrangement of soil pipes, waste-pipes, &c, 
Arrangement of waste-pipes and rain-water pipes 
Arrangement of waste-pipe from sink in basement 
storey where there 1s no area 
Waste-pipe and gulley-trap 
Prohibited W.C. apparatus showing ‘‘ Container ~ 
and 1) trap” 
W.C. basin with syphon trap. : 
Valve W.C. apparatus 
Privy with movable receptacle . 
Privy with fixed receptacle 


Sections of sewers showing deposit resulting from 
draining midden-privies 


125 
129 
132 


133 
134 
136 
136 
136 


136 
136 
1.40 


14o 


1.43 
141 


144 
144 
145 
151 
152 


Extracts from a Letter addressed by the Local Government 
Board to Urban Sanitary Authorities. 


PUBLIC HEALTH ACT, 1875. 
(38 & 39 Vier. ©. 55.) 


ne ee ee 


MODEL RYELATS. 


Locar, GOVERNMENT Bowrn, 
WioLLTEHALL, SW. 


SIR, 25th fuly, 1877. 


I am directed by the Local Government Board, to for- 
ward herewith, for the use of the Urban Sanitary Authority, 
printed copics of a selection of model forms which the Board 
have caused to be prepared for the guidance of Sanitary 
Authorities in framing byelaws under the Public Health Act, 
1875, and the other statutory provisiops which, by the operation 
of that Act, are rendered applicable to their respective districts. 

In the preparation of these forms the Board have not hesi- 
tated to seek assistance from advisers whose practical experience 
rendered their criticism of the proposed clauses of especial value. 

* x ca fs x 
Thus, the Board have been favoured with a very comprehensive 
and elaborate statement of the views of the Royal Enstitute of 
British Architects upon the byclaws for the regulation of new 
streets and buildings. 

Equal care has also been bestowed upon the work of render- 
ing the model series free from objection upon legal grounds. 
The Board have endeavoured to exclude cvery provision of 
doubtful validity, and to confine the clauses strictly within the 
limits imposed by the statutory enactments by which they are 
authorized. 

In their selection of the subjects, the Board have been chiefly 
influenced by their experience of the ordinary requirements of 


Sanitary Authorities; though the Board hope to be able, as 
B 


time and opportunity permit, to extend their model code to the 
whole range of matters to which byelaws under the Public 
Health Act relate. 

The contents of the series, of which copies accompany this 
circular, may be thus summarized : 


I. Byelaws which are intended for operation where the Local 
Authority do not themselves undertake or contract for— 
(a.) the cleansing of footways and pavements adjoining 
any premises ; 
} the removal of house refuse from any premises ; and 
c.) the cleansing of carthclosets, privies, ashpits, and 
cesspools belonging to any premises, and which 
impose the duty of such cleansing or removal, at 
such intervals as the Local Authority think fit, on 
the occupier of any such premises. 


(38 & 39 Vict., c. 55, 5. 44.) 


Il. Byelaws for the prevention of nuisances arising from 
snow, filth, dust, ashes, and rubbish, and for the prevention of 
the keeping of animals on any premises so as to be injurious to 


health. 
(38 & 39 Vict., c. 55, 5. 44.) : 
THI. Byclaws with respect to common lodging- houses ,;— 

(a.) For fixing and from time to time varying the num- 
ber of lodge rs who may be received into a common 
lodging-house, and for the separation of the sexes 
therein - and 

(4.) For promoting cleanliness and ventilation in such 
houses ; and 

(c.) For the taking precautions in the case of any infec- 
tious disease ; ancl 

(@.) Generally for the well ordering of such houses. 

(38 & 39 Vict. c. 55, s. 80.) . 
IV. By -claws rel: iting to new streets and buildings :-— 

(z.) With respect to the level, width, and construction of 
new streets : 

(4.) With respect to the structure of walls, foundations, 
roofs, and chimneys of new buildings, for securing 
stability and the prevention of fires, and for pur- 
poses of health : 

(c.) With respect to the sufficiency of the space about 
buildings to secure a free circulation of air, and 
with respect to the ventilation of buildings : 

(7) With respect to the drainage of buildings, to water- 
closcts, earthclosets, privies, ashpits, and cesspools 


>] 


’ 


in connexion with buildings, and to the closing of 

buildings or parts of buildings unfit for human 

habitation, and to prohibition of their use for such 
7 habitation : 

(e.) As to the giving of notices ; as to the deposit of plans 
and sections by persons intending to lay out streets 
or to construct buildings ; as to inspection by the 
Sanitary Authority ; and as to the power of such 
Authority to remove, alter, or pull down any work 
begun or done in contravention of such byelaws. 

—6§ (38 & 39 Vict., c. 55, s. 157.) 
- V. Byelaws relating to slaughter-houses :— 

(a.) For the licensing, registering, and inspection of 
slaughter-houses ; 

(46.) For preventing cruelty therein ; 

(c.) For keeping the same in a cleanly and proper state ; 

(d7.) For removing filth at least once in every twenty-four 
hours ; and 

(e.) For requiring them to be provided with a sufficient 
supply of water. 

(10 & 11 Vict., c. 34, 5. 128: 38 & 39 Vict. c. 55, 5. 169.) 

The prefatory memorandum accompanying the several series 
of byelaws will, in most cases, be found to indicate the points of 
chief importance to which it is necessary that the attention of 
the Sanitary Authority should be directed in connexton with the 
special subjects to which those series relate. 

But the Board may here explain, with reference to the 
byelaws for the regulation of new streets and buildings, the 
reasons that have induced them to abstain, for the present, from 
suggesting clauses with regard to certain matters for which 
Sanitary Authorities have in many instances proposed to make 
byelaws. 

It will be seen that the model secrics contains no byelaws 
specifying provisions for the sewerage of new strects, and the 
reason for this is that the conditions which such byclaws must 
satisfy are, to so great an extent, dependent upon the varying 
circumstances of different localities. “Phe Board do not anticipate 
that inconvenience will result from the absence of satisfactory 
byelaws with respect to sewerage, for it may be doubted whether 
any powers, which under such byelaws may be lawfully assumed 
by Sanitary Authorities, will, as regards extent and cfficacy, 
compare with the powers which they derive from the express 
provisions of the Public Health Act. 

Frequent applications have becn madc to the Board for 


confirmation of a byelaw prescribing a minimum height for 
B 2 
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habitable rooms, and it has been sought to justify such a pro- 
vision as being a byelaw with respect to ventilation, and as 
being authorized by sec. 157 (3) of the Public Health Act, 1875. 
The form of byelaw generally proposed has been regarded as 
open to objection upon several grounds, and the important 
question as to whether the requirement of a minimum height 
for habitable rooms can be enforced by means of a byelaw with 
respect to ventilation, under the enactment above mentioned, 
suggests so many serious considerations that the Board have 
decided to submit a case for the opinion of the law officers of 
the Crown upon the numcrous points which have been raised 
in connexion with the suyyvested byclaw.* 

The Board now desire to advert to those provisions of the 
Public Health Act 1875, to which, as affecting Lyclaws generally, 
the attention of Sanitary Authorities should be directed. 

It is provided by sec. 182¢t that ‘no byclaw made under this 
Act by a Local Authority shall be of any effect if repugnant to 
the Laws of England or to the provisions of this Act.” From 
this enactment several important rules may be deduced. A bye- 
law to be in harmony with the laws of [england must be certain 
and determinate, and likewise reasonable, and hence arises the 
necessity for the use of certain and definite language in pre- 
scribing rules which are destincd to have, locally, the binding 
effect of a statute. 

The Board have, from time to time, had occasion to point 
out to Sanitary sVuthorities that the assumption in their byclaws 
of the power of suspending the operation of particular provisions 
in individual cases is Open to much objection. Frequently the 
conditions under which this power may be exercised have been 
left undetermined in the byclaws ; and the result is to impart a 
general uncertainty to provisions of which the precise scope 
should be clearly defined. Again, the Board have been called 
upon to criticise byelaws which, while purporting to lay down 
rules enforeeable by penalties, ignore the necessary details and 
substitute vague conditions which render compliance with the 
byelaws dependent upon the approval, by the Sanitary Authority 
or their officers, of the mode of proceeding in cach case. Such 
byelaws are also open to objection on the ground of uncertainty, 
and they do not fulfil the purpose for which the power of making 
byelaws was conterred upon Sanitary Authorities. The Board 
think that every person who, by neglect of the rules which a 
byelaw is intended to prescribe, may be rendered liable to a 


* This opinion has since been obtained and will be found quoted at p. 127. 
+ This section is printed és ¢véenso in Appendix No, IL., see p. 208. 
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penalty is entitled to demand from those who impose such rules 
a clear statement of the course of action which must be followed 
or avoided. 

Further, a byelaw must be reasonable. The exercise of the 
power which the Legislature has confided to Sanitary Authorities 
must frequently bring them into contact with important interests. 
Within certain limits, they may reeulate the conduct of persons 
employed in certain specified callings. ‘They may impose 
restrictions upon the enjoyment of individual rights and privi- 
leges. “Trade and property may. under certain conditions, be 
affected by their action. These considerations point to the 
necessity for prudence and deliberation m= the choice of 
byelaws, so that the duties and restraints which they create 
may not imterfere oppressively with individual freedom — of 
action. 

A byelaw under the Public Tlealth Act, 1875, will also be 
invalid if it be repugnant to the provisions of that Act. Par- 
hament has specified a variety of purposes for which byclaws 
may be made. Teor those purposes alone are byclaws authorized ; 
and, as the oe of Queen's Bench decided in the case of Reg. 
7. Wood (5 E.& B. go: S.C. wom. Reg. o Rose, 24 L. J, 
nos. M. C., 130; 1 Jur. nis. So2), Sanitary cNuthoritics can- 
not legally assume a power of making byclaws for carrying 
out the general objects of the wvct. Tt follows, therefore, that 
every by ‘claw must be stric thy limited with reference to the terms 
of the specific enactment from which its force is derived. Any 
attempt, by the strained construction of any such cnactment, to 
extend the range of a byclaw should especially be avoided. 
But, while itas of primary importance in framing a byclaw to 
consider closcly the language of the statutory provision which 
declares its purpose, the exact meaning of that language can 
never be safely determined without careful comparison of other 
enactments relating to the sune or kindred topics. 

It must always be remembered that byclaws are designed to 
supplement, and not vary or supersede the express provisions 
of the statute law. In the Public Health Act, 1875, and in the 
incorporated clauses, the subjects of byclaws may sometimes 
appear identical with those of specific enactments. But in all 
such cases, a closer examination will show that the subjects are 
not really identical. 

And, however difficult it may be to detect the points of 
difference in a few exceptional instances, a safe rule may be 
deduced from the obvious considerations that a byclaw which 
merely repeats a statutory enactment is, to that extent, sur- 
plusage, and that a byelaw which aims at altering or amending 
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such an enactment is rendered invalid by the proviso in sec. 182* 
of the Public Health Act, 1875. ae 

~+ In the next place,.it should be observed that! byelaws under 
‘the Act of 1875 cannot take effect until they have been Submitted 
to and confirmed by the Local Government Board ; and, before 
byelaws can be confirmed, \two preliminary conditions must have 
been satisfied. th Notice offintention to apply for confirmation 
must be given in one or more of the local newspapers, circulated 
within the district to which the byclaws relate, one month at 
least before the making of the application ; and, for one month 
at least before the application, a copy of the proposed byelaws 
must be kept at the office of the Sanitary Authority, and must 
be open during office hours thereat to the inspection of the rate- 
payers of the district to which the byclaws relate, without fee or 
reward, Turther, the clerk of the Local -Authority is required 
on application of any ratepayer, to furnish him with a copy of 
the proposed byclaws or any part thereof, on payment af six- 
pence for every hundred words contained in the copy. 

It should also be noted that, by the last clause of sec. 184% of 
the 38 & 39 Vict. c. 55, it is enacted that a byclaw required to 
be confirmed by the Local Government Board shall not require 
confirmation, allowance, or approval by any other authority. 

Another tmportant provision in relation to byelaws ts that 
contained in sec. 183% of the 38 & 39 Viet., c. 55. That section 
empowers any Local Authority, by any byclaws made by them 
under the Act, to Impose on offenders against the same such 
reasonable penalties as the Local Authority think fit) not 
exceeding the sum of five pounds for cach offence, and in the 
case of a continuing offence a further penalty not exceeding 
forty shillings for cach day after written notice of the offence 
from the Local Authority. 

All such byelaws imposing any penalty should be so framed 
as to allow of the recovery of any sum less than the full amount 
of the penalty; and nothing in the provisions of any Act 
Incorporated with the 38 & 39 Vict.. c. 55, will authorize the 
WNposition or recovery under any byclaws made in pursuance of 
such provisions of any greater penalty than the penalties speci- 
hed in sec. 183.* 

Among other provisions in the 38 & 39 Vict., c. 55, relating 
directly or indirectly to byelaws, attention may be directed to 
the following : All byelaws made by a Local Authority under 
the Act, or, for purposes the same as or similar to those of the 
Act, under any Local Act, are to be printed and hung up in the 
office of the authority, and a copy thereof is to be delivered on 


* These sections are printed za cafenso in Appendia Nou. IL, see pp. 208, 209. 
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application for the same (sec. 185*). A copy of any byelaws made 
under the Act by a Local Authority (not being the council of a 
borough), signed and certified by the clerk of such Authority to 
be a true Gpy, and to have been duly confirmed, will be evidence, 
until the contrary is proved, in all legal proceedings, of the due 
making, confirmation, and existence of such byelaws without 
further or other proof (sec. 186*) 

Any person who destroys, pulls down, injures, or defaces any 
board on which any byelaw ts inscribed will, if the same was put 
up by authority of the Local Authority, be Hable for every such 
offence to a penalty not exceediny five pounds (sec. 3067). 

Byelaws made by the council of any borough under the 
provisions of sec. go of the 5 & 6 Will. IV., c. 76, for the 
prevention and suppression of certain nuisances, do not require 
to be sent to a Secretary of State, nor will they be subject to the 
disallowance in that section mentioned, but all provisions of the 
Public Health Act, 1875, relating to byclaws, will apply to the bye- 
laws so made, as if they were made under that Act (sec. 187*). 

Next, it Should be observed that sec. 188* of the 38 & 39 Vict., 
c. 55, enacts that the provisions of the Act, relating to byclaws 
shall not apply to any regulations which a Local Authority is 
by the Act authorized to make: nevertheless, any Local 
Authority may cause any regulations made by them under the 
Act to be published in such manner as they sce fit. Pfenee it 
follows that the regulations which an Urban Authority may 
make under sec. 189.* with respect to the duties and conduct of 
their officers and servants * * * do not require confirma- 
tion by the Local Government Board. 

It may be also noted that any byelaw made by any Sanitary 
Authority under the Sanitary Acts which is inconsistent with 
any of the provisions of the Public Hlealth Act, 1875, is, so far 
as it is inconsistent therewith, to be deemed to be repealed 
(sec. 315+); but all byclaws duly made under any of the Sanitary 
Acts by the Public Hlealth Act repealed, and not inconsistent 
with any of the provisions of that Act, are to be deemed to be 
byelaws under that Act (sec. 3267). 

The Board desire me to add a few remarks in explanation of 
the method of procedure which they suggest for adoption by 
Sanitary Authorities in submitting byelaws for revision and 
confirmation. The Board have caused to be printed on foolscap 
paper, with an ample margin for annotations, the whole of the 
clauses comprised in the model series of which copics accom- 
pany this circular. Every Sanitary Authority desirous of 
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* These sections are printell 27 catenso in Appendix No. ID., sce pp. 209, 210. 
+ These sections are printed 2 cafemso in Appondian Nu. TL, sco pp. 211, 212, 
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making new byelaws or of amending existing byelaws will, on 
application to the Board, be supplied with the necessary draft 
forms. If, in any case, the model clauses require alteration to 
suit the special circumstances of a particular district, the pro- 
posed variations should be clearly shown in manuscript in the 
margin of the draft.* The Board will then be readily able to 
direct their attention to these variations, and to state their views 
upon any points which may arise. When the final revision of 
the draft has been completed, and the Sanitary Authority have 
been informed of the decision of the Board with regard to the 
allowance or disallowance of the several clauses, a fair copy 
embodying the contents of the draft as revised, and carefully 
compared with the original to secure the correction of possible 
errors, should be prepared for deposit at the office of the Sani- 
tary Authority, and for inspection by the ratepayers. 

After the necessary notice of the intention of the Sanitary 
Authority to apply for confirmation of the byelaws, and after 
due consideration of any objections made by persons locally 
interested, the byclaws, with the common seal of the Sanitary 
Authority properly affixed at a meeting of which the precise 
date should be notified at the end of cach series, should be 
transmitted to the Board, together with copies of the newspapers 
containing the advertisement required by sec. 184.t 

In order that delay in the confirmation of byelaws may be 
avoided, the Board desire to impress upon Sanitary Authorities 
the necessity for carcful cxamination, with the original draft, of 
the fair copy deposited for inspection, and of the byelaws finally 
submitted to the Board. It is also important that the advertise- 
ment of the intention of the Sanitary Authority to apply for 
confirmation should be so framed as to comply strictly with the 
provisions of sec. 184;4 and, indeed, in all respects the require- 
ments‘of that enactment should be fully satisfied. 

In conclusion, the Board desire me to add that, while through- 
out the model byelaws they have, for the sake of convenience, 
uniformly used the expression ‘ Sanitary Authority,” it is expe- 
chent that the distinctive title of each Urban Authority should 
appear in the byclaws which they submit for confirmation. The 
Urban Authority should cither substitute the designation “ Town 
Council,” Improvement Commissioners,” or ‘* Local Board,” 
as the case may require: or, if they retain in the byelaws the 
expression ‘‘Samtary Authority,” they should insert at the 
commencement of each series an interpretation clause clearly 


“ It is clear, from this sentence, that it is anticipated that, modifications of the Model 
Clauses may be required to suit the particular circumstances of certain districts. 


t+ This section is printed 9 ¢\Véenso in Appendix No, IL, p. 209. 
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describing the particular body which this expression is intended 
to denote. 

It also appears to be desirable, in the case of byelaws made 
by a Towh Council, that the word ‘‘ Borough” should be substi- 
tuted for the word ‘ District’ or that the interpretation clause 
should be extended to the latter term. 


I am, Sir, 


Your obedient servant, 


JOHN LAMBERT, 
Secretary. 


To the Clerk of the 
Urban Sanitary Authority. 
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Letter aadressed by the Local Government Board to Rural 
Sanitary Authorities. 


PUBLIC HEALTH ACT, 1875. 
(38 & 39 Vict., c. 55.) 


MODEL BYELAWS. 


LocaL GOVERNMENT BOoarp, 
WUITEHNALL, S.W.,, 
SIR, 25th July, 1877. 


I am directed by the Local Government Board to forward 
herewith, for the use of the Guardians acting as the Rural 
Sanitary Authority and in the exercise of certain urban powers, 
printed copies of a selection of model forms which the Board 
have caused to be prepared for the guidance of Sanitary 
Authorities in) framing byelaws under the Public Health 
Act, 1875. 

The prefatory memoranda accompanying the several series 
of byelaws will be found to indicate the points of importance to 
which it is necessary that the attention of the Sanitary Authority 
should be directed in connexion with the special subjects to 
which those series relate. 

In the following observations the Board desire to bring under 
the consideration of the Sanitary Authority the general principles 
and rules of procedure which are common to all the byelaws 
authorized by the Public Health Act, 1875. 

On reference to sec. 182," it will be seen that all byelaws 
made by a Local Authority, under and for the purposes of the 
Act, are to be under their common seal. Any such byelaw may 
be altered or repealed by a subsequent byelaw made pursuant to 
the provisions of the Act. But no byelaw made under the Act 
by a Local Authority will be of any effect if repugnant to the 
laws of England or to the provisions of the Act. 





—~ 


* This section is printed i exfenso in Appendix No. I., see p. 208. 
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In the next place it should be observed that byelaws under 
the Act of 1875 cannot take effect until they have been sub- 
mitted to and confirmed by the Local Government Board. And 
before bydlaws can be confirmed, two preliminary conditions 
must have been satisfied. Notice of intention to apply for con- 
firmation must be given tn one or more of the local newspapers, 
circulated within the district to which the byelaws relate, one 
month, at least, before the making of the application ; and, for 
one month, at least, before the application, a copy of the 
proposed byelaws must be kept at the office of the Sanitary 
Authority, and must be open during office hours thereat to the 
inspection of the ratepayers of the district to which the byeliaws 
relate, without fee or reward. Further, the clerk of the Local 
Authority 1s required, on the application of any ratepiyer, to 
furnish him with a copy of the proposed byelaws, or any part 
thereof. on payment of sixpence for every hundred words con- 
tained in the copy. 

It should be also noted that, by the last clause of sec. 184* 
of the 38 & 39 Vict... ¢. 55, itis enacted that a byclaw required 
to be confirmed by the Local Government Board shall not 
require confirmation, allowance, or approval by any other 
authority. 

Another important provision ino relation to byclaws is that 
contained in sec. 183* of the 38 & 39 Vict... ¢. 55. That 
section empowers any Local Authority, by any byclaws made by 
them under the Act, to impose on offenders against the same 
such reasonable penalties as the Local Authority think fit, not 
exceeding the sum of five pounds for cach offence, and, in the 
case of a continuing offence, a further penalty not cxceeding 
forty shillings for cach day after written notice of the offence 
from the Local Authority. 

All such byelaws imposing any penalty should be so framed 
as to allow of the recovery of any sum less than the full amount 
of the penalty, and nothing in the provisions of any Act incor- 
porated with the 38 & 39 Vict., c. 55, will authorize the imposi- 
tion or recovery under any byclaws made in pursuance of such 
provisions of any greater penalty than the penalties specified tn 
sec. 183.” 

Among other provisions in the 38 & 39 Vict., c. 55, relating 
directly or indirectly to byelaws, attention may be directed to 
the following: All byelaws made by a Local Authority under 
the Act are to be printed and hung up in the office of the 
Authority, and a copy thereof is to be delivered to any ratepayer 





* These section» ar. printed zr extenso in Appendix No. II, see p. 209. 
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of the district to which such byelaws relate, on his application 
for the same. A copy of any byelaws made by a Rural 
Authority is also to be transmitted to the overseers of every 
parish to which such byclaws relate, to be deposited with the 
public documents of the parish, and to be open to the inspection 
of any ratepayer of the parish at all reasonable hours (sec. 
185*). A copy of any byclaws made under the Act by a Local 
Authority (not being the council of a borough) signed and 
certified by the clerk of such Authority to be a true copy, and 
to have been duly confirmed, will be evidence, until the contrary 
is proved, in all legal proceedings, of the due making, confirma- 
tion, and existence of such hyclaws without further or other 
proof (sec. 186*). 

Any person who destroys, pulls down, injures, or defaces any 
board on which any byclaw is inscribed, will, if the same was 
put up by authority of the Local Authority, be liable for every 
such offence to a penalty not excecding five pounds (sec. 306*). 

It should be noted that any byelaw made by any Sanitary 
Authority, under the Sanitary Acts, which is inconsistent with 
any of the provisions of the Public Flealth Act, 1875, is, so far 
as it is inconsistent therewith, to be deemed to be repealed 
(sec. 315*); but all byclaws duly made under any of the 
Sanitary Acts by the Public Hlealth Act repealed and not 
inconsistent with any of the provisions of that Act are to be 
deemed to be the byclaws under that Act (sec. 326%). 

The Board desire me to add a few remarks in explanation of 
the method of procedure which they suggest for adoption by 
Sanitary Authoritics in submitting byclaws for revision and 
confirmation. 

The Board have caused to be printed on foolscap paper with 
an ample margin for annotations, the whole of the clauses 
comprised in the model series of which copies accompany this 
circular, Every Sanitary Authority desirous of making new 
byelaws or amending existing byclaws, will, on application to 
the Board, be supplicd with the necessary draft forms. If, in 
any case, the model clauses require alteration to suit the special 
circumstances of a particular district, the proposed variations 
should be clearly shown in manuscript in the margin of the 
draft.t| The Board will then be readily able to direct their atten- 
tion to these variations, and to state their views upon any points 
which may arise. When the final revision St the draft has been 
completed, and the Sanitary Authority have been informed of 





* These sections are printed ¢ erfemso in Appendin No. TL., pp. 209—212. 
+ It is clear, from Uns sentence, that it as anticipated that modifications of the Mode! 
Sections may be required to suit the particular circumstances of certain districts. 
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the decision of the Board with regard to the allowance or dis- 
allowance of the several clauses, a fair copy embodying the 
contents of the draft as revised, and carefully compared with the 
original te ensure the correction of erste errors, should be 
prepared for deposit at the office of the Sanitary Authority, and 
for inspection by the ratepayers. 

After the necessary notice of the intention of the Sanitary 
Authority to apply for confirmation of the byclaws, and after 
due consideration of any objections made by persons locally 
interested, the byelaws, with the common seal of the Sanitary 
Authority properly affined at a wae of which the precise 
date should be notified at the end of each series, should be 
transmitted to the Board, together in copies of the newspapers 
containing the advertisement required by sec. 184." 

In order that delay in the confirmation of byclaws may be 
avoided, the Board desire to impress upon Sanitary Authorities 
the necessity for careful examination, with the original draft, of 
the fair copy deposited for inspection, and of the byelaws finally 
submitted to the Board. It is also important that the advertise- 
ment of the intention of the Sanitary Authority to apply for 
confirmation should be so rome as to comply strictly with the 
provisions of sec. 184." and, indeed, in all respects the 
requirements of that enactment should be fully satisfied. 

In conclusion, the Board desire me to add that, while through- 
out the model byclaws they have, for the sake of convenience, 
uniformly used the expression ‘Sanitary Authority,” It 1s 
expedient that the distinctive uthe of each Rural Authority 
should appear in the byelaws which they submit for confirmation. 
It will probably be found best to insert at the commencement of 
each series a clause containing appropriate interpretations of the 
expressions “ Sanitary Authority " and ‘ District.” As regards 
the latter term the Authority, in the case of byelaws made in the 
exercise of urban powers limited in their operation to certain 
contributory places should be careful to show in the interpreta- 
tion clause the limited meaning to be attached to the word 
‘District. 

I am, Sir, 
Your obedient servant, 


JOUN LAMBERT, 


Secretary. 
To the Clerk to the 


Rural Sanitary Authority. 


* This section 1s printed 2 extensv in Appendix No, II., see p. 209. 


BY ELAWS 


WITH RESPECT TO 
1. Cleansing of Footways and Pavements. 
2. Removal of House Refuse. 


3. Cleansing of HEarthclosets, Privies, Ashpits, 
and Cesspools. 
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© MEMORAND OU MM. 


38 & 39 


By section 44* of the Public Health Act, 1875 (3 
uthority co 


Vict,, c. 55), itis enacted that ‘‘where the Local . 
not themselves undertake or contract for— 
“The cleansing of footways and pavements adjoining any 
premises ; 
* The removal of house refuse from any premises ; 
* The cleansing of carthclosets, privies, ashpits, and cess- 
pools belonging to any premises ; 
“they may make byelaws imposing the duty of such cleansing 
or removal, at such intervals as they think fit, on the occupier 


of any such premises.” 


On reference to section 42* it will be seen that every Local 


Authority may, and when required by order of the Local 
Government Board shall, themselves undertake or contract for 
the removal of house refuse from premises, and the cleansing of 
carthclosets, privies, ashpits, and cesspools, cither for the whole 
or any part of their district. Moreover, every Urban Authority 
and any Rural Authority invested by the Focal Government 
Board with the requisite powers may, and when required by 
order of the Board shall, themselves, undertake or contract for 
the proper cleansing of streets. 

In such cases the necessity for byelaws under the first part of 
section 44 ceases. 

With regard to the scope of byclaws under that cnactment, 
it should be observed that the byclaws must be limited to 
Imposing upon the occupier the duty of cleansing or removal, at 
such intervals as the Sanitary .\uthority may think fit. The 
mode of cleansing or removal, and the precautions to be observed 
in connexion with the process are not matters within the range 
of such byelaws. 

JOHN LAMBERT, 
Secretary’. 
Local Government Board, 
25th July, 1877. 


* These sections are printed 7# extenso in Appendix No, EL., see pp. 898, 199. 


Cc 


19 


BY BRLAWS 
WILH RESPECT 10 


THE CLEANSING OF FOOTWAYS AND PAVEMENTS, 
THE REMOVAL OF HOUSE REFUSE, 


AND 


THE CLEANSING OF EARTHCLOSETS, PRIVIES, 
ASHPITS, AND CESSPOOLS. 


Lhe cleansing of foolways and pavements adjoining any Prentises. 


1. Phe occupier of any premises fronting, adjoining, Or Cleansing 
abutting on any street shall, once at Jeast in every cay, Sund We eenae 
excepted, cleanse the footways and pavements adjoining such 
premises 


Nore.——In some of the more scattered and less populous districts, tas at 
times not deemed necessary that the Cleansing of footways, &O, should be carned 
out as often asas required under this clause Where, however, other than Gaily 
Cleansing is proposed, the actual days which determine the intervals fixed on 
should. with a view of securing regularity mn the process, be disunctly specified. 
Thus ‘every Monday, Wednesday, and Friday ' as much to be preferred to 

three times a week. The clause, as will be observed, 1s restricted im its action 
10 preanises “ fronting,” Ac... on streets 


Lhe removal of house refuse from any prentiyses, 


Note.—Consideration should at this point be given to the question whether 
the Sanitary A\uthorty should make byclaws under sec. 44,% Public Health Act, 
1875, Imposing Upon GECupiers within their district the duty of removing house 
refuse, and of cleansing carthclosets, privies, ashpits, and cesspools, or whether 
they should not themselves undertake or contract for such removal under sec. 42* 
of that Act. 

It should be a matter of primary concern that refuse and excremental 
matters should be removed from the newhbourhood of houses with the utmost 
practicable frequency, and in this connection it should be remembered that in 
localities where but few of the houses and cottages have suffiqent garden ground 
for the proper disposal of such matters, considerable difficuluies arise when 
removal with the needed frequency ts imposed upon the occupiers. Indeed, unless 


* These sections are printed a crlewse an Appendix No, IL, see pp. 19°, 199 
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a district is so widely scattered as to make removal under sec 42% impracticable, 
great sanitary advantages will be found to attach to its adoption in all districts. 
As regards urban districts, and the more populous localities in rural districts, 
it is a matter of expericnce that where the duty of cleansing earthclosets, 
privies, ashpils, and cesspools is cast upon occuplers, such accunsulations of filth 
very gencrally occur as cause both nuisance and constant risk of injury to health. 
Besides which, the adontion of byelaws as to the construction of privies having 
receptacles of the limited capa ity which 1s desirable in order to secure the 
requisite frequency mn scavenging, and such as are contemplated in the clauses as 
to New Streets and Buildings, Nos. 71. 72.77, and 78 (see pages 1r48—r51) Is 

, tv a serious degree prevented. . - 

' Where, however, a district has been provided with efficent means of sewerage 
and an ample water supply, and where, as a result, waterclosets communicating 
with the sewers are coming into general use. it may be a question whether a 
Sanitary Authority, whilst themselves removing house refuse from premises, mity 
not, with a view of favounng the proper dramage of houses and the gradual 
abolition of privies, Gast upon the occupier the burden and cost of the Ceansing 
of privies and cesspools. 


Removal The occupier of any premises shall, once at least in every 


of house 
eves nee remove the house refuse from such preinises, 


Nat This bvelaw, though very similar to chause Noo go is rendered 
necessary by the wording of sec gq” or the Pubhe Health Vet, 1375. The 
periods of removal to be prescuibed in this byclaw and in No. 7 should agree. It 
also supplements that Clause by providing for removal from premises. Whiuever 
weekly scavenging as practicable at should be carnmed out, and it as only in 
locahties of astnetl rural Character, and where there is ample space about houses, 
that less frequent intervals should be entertained. 

Indeed it would be impossible on the one hand to overestimate the value of 
frequent and cffent removal of all refuse matters from the navhbourhood of 
whabited buildings, or on the other to exagecrate the injury to publao health from 
the farlure to Carry out such removal, dalth accumulauons, and their resulting 
effluyvia, go handan-hand with general impairment of health and vigour, excess 
of preventible discase, and needless mortality | Sir John Stmon, K.C B., ELR.S., 
late Medical Officer of the Privy Council and Local Government Boat d. in dealing 
with this subject in his Annual Report, 1874, urges in forcible terms the great 
need for the thorough removal of all conditions of uncleaniiness, as a matter 
calling “for the earhest attention m the sanitary government of England.” He 
further points out the nmmense myjury to public health arising ° through the 
special facihty which certain forms of local uncleanliness provide for the spreading 
of certain specific infections. and, he adds, “in total power, uncleanliness must, 
1 think, without doubt, be reckoned as the deadliest of our present removable 


causes of disease.” 


The cleansine of carthelosets, primes, ashpits, and cesspools 
belonging to any premises. 


Norst.— Earthclosets and privies being forms of closet accommodation recog- 
nized as permissible under section 35* of the Public Health Act, 1875, provision 
should. even where waterclosets are in general use, be made for their proper 
management. In Zinkler v. Wandsworth Dastrict Board of Works (27 L. J. 
Ch. 342; 33 L.T. (os), 146; 22 J.P. 223) it was held that a District Board 
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* These sections are printed #2 eafenso in Appendix No. II., see pp. 197 —199. 
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could not lay down a general] rule requiring waterclosets to be provided instead of 
privies. It should be borne in mind that the earthcloset of the statute and 
the byelaws is a closet in which other deodorizing substances (eg., charcoal) may 
be used as well as dry earth; and that under section 37* of the Act the Sanitary 
Authority may themselves undertake or contract for the supply of dry earth on 
other deodorizing substance to houses within their district. See Appendiv 
No. L, page 194. 


3. The occupier of any premises shall, once at least in every Cleanang 
three months, cleanse every carthcloset belonging to such of earth 


closets 


premises and furnished with a fixed receptacle for foecal matter with fired 
ta- 
and with suitable means or apparatus for the frequent: and or’ 


effectual application of dry carth to such matter 


Nori.—--The “tived receptadde “as the enclosed space which as) formed 
beneath the seatp and which ts not fitted with any parton other movable recep 
tacle. Tf, in a properly constructed Closet of this sort (sec Byelaws as to New 
streets and Buildmys, Clause No peop. gs diy carth in surtable quantities: ts 
apphed to the excreta with repulanty and frequency. no sanitary disadvantage 
will be found to result i the contents are allowed to remain undisturbed for 
a period of, say, three months. Indeed. the process of disintegration and 
of combination between the cath and the oreame matter ts, after due 
lapse of time, so complete that the stools and even the paper entiely 
disappear among the other constituents of the compost. The absence 
of fextor from the muature. even with prolonged keeping, shows that) decom 
position im the ordimarm sense dows not take place. And hence, where 
other Closets than waterclosets are mn use itis destable to favour the construc 
tion of carthclosets rather than privies, by sanctroming a removal of contents at 
comparatively dong anter.wds.  Phis ois especially desnable ain distuets where 
such sotls as clay, loamy surface carth, and brick carth of the drift, are castly 
procused, because such soils when dried ore speaully adapted te the purposes 
of dry carth closets Qn the other hand chalk has very little and sane and 
gravel still Jess. value tor such a purpose 

As to evarthclosets inside buildings, sce Note to Clause No. 71, of byelaws 
as to New Streets and Buildings, page 146 


The occupier of any premises shall, once at least in every! ae ne 
On cardi 


anae cleanse every carthcloset: belonging to such premises and closets 


furnished with a movable rece ptacle for faccal matter and with ie 
) J 


suitable means or apparatus for the frequent and effectual appli- recepta 
cation of dry carth to such matter. ce 


Nott.—The weekly emptying of pails and other movable receptacles is 
found necessary, because such receptacles as are of a capacity to hold more than 
about a weeks contents are found by reason of their size and weight, to be 
difficult of management during the process of scavenging. Hence, also, the 
limit as to Capacity in Clauses Nos. 714, 721. 731, of Byclaws as to New Streets 
and Buildings. See page 146—148. 


5. The occupier of any premises shall, once at least in every: Cleansing 


of privies 
week, cleanse every privy belonging to such premises and with fixed 
furnished with a fixed receptacle for focal matter. pee 


* The Twelfth Report of the Medical Otheer of the Privy Council, 1869. 
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Nots.--The necessity for frequent scavenging is obviously greater in the 
case of privies than in the case of receptacles for house refuse, the more so as 
the former may at any time contain excreta capable of communicating through 
the surrounding air the specific poison of some infectious digease. For the 
purposes of convenience it 1s, as a rule, desirable that the intervals regulating the 
removal both of privy contents and of house refuse should be the came. It is 
also convenient that it should be done weekly (see Clause No. 2, page 20). 
Where the cleansing of privies with movable receptacles is undertaken or 
contracted for hy a sanitary authority the duty of cleansing privies with fixed 
receptacles cannot be imposed on occupiers by means of byelaws. 


6. The occupier of any premises shall, once at least in every 
week, cleanse every privy belonging to such premises and 
furnished with a movable receptacle for foecal matter. 


NOTE. See Note to Clause No. 4. As a matter of experience it is found 
that one week ts the extreme limit of time during which foecal matter, except 
when mingled with dry earth or charcoal, can be retained in the neighbourhood 
of dwellings, without risk of nuisance and injury to health. 


7. The occupier of any premises shall, once at least in every 
week, cleanse every ashpit belonging to such premises and used 
only as a receptacle for ashes, dust, and dry refuse 


Nott. See Note to Clause No. 2.0 The ashpit should also be cleansed 
weekly because Clauses No 2 and No 7 are intended to work together. 


S. The occupier of any premises shall, once at least in eer 
weed, Cleanse every ashpit: belonging to such premises and used 
In connexion with a privy as a receptacle for faecal matter, 
tovether with ashes, dust, and dry refuse. 


Now ‘This bycliw applies to such ashpit privies having dry contents as are 
contemplated under Clause No. 78 of Byclaws as to New Streets and Buildings, 
page 1§1, and in which ashes, solid house retuse, and: feveal matter are received 
into the same receptacle 


g. The occupier of any premises shall, once at least in every 


three mouths, cleanse every cesspool belonging to such premises. 


dS 

Nork. —Drainage into cesspools being permissible under sections 23 and 25 
Pubhe Health Act, 1875 (see Appendis No EL, pp. 196 and 197) it becomes 
Necessary to make provision for the regular cleansing of cesspools in all districts 
where any house can be erected at a distance exceeding the statutory roo feet 
from a sewer belonging to the Local Authority. 


10. Every person who shall offend against any of the fore- 
going byelaws shall be liable for every such offence to a penalty 


2 


fy 


Provided, nevertheless, that the justices or court before whom 
any complaint may be made or any proceedings may be taken 
in respect of such offence may, if they think ft, adjudge such 
payment as @ penalty of any sum less than the full amount of 
the penalty imposed by this byelaw. 


Notr.—Sanitary Authorities usually insert at the end of the first- paragraph 
the full penalty of Five Pounds. 


Where a local authority undertake the duty of the removal of house refuse 
or the cleansing of closets, Mc., m any part of their distmet, under 
section 42 of the Pubhe Health Act, 1875. and only desire to mmpose 
these duties on occupiers in the remaining portions of the distmet, the 
localities to which the byelaws are to be made applicable must be 
distinctly defined. 

Where sections 87---98 or the Towns Improvement Clauses Act, 1847, are in 
force in any district by virtue of the incorporation of the Act with any 
local Act, none of the byelaws to which this series relates can be made, 
and where any districts m the Metropohtan Pobee District, Nos. 1, 
7, and 8 must be omitted in consequence of the provisions of section 
60 of the Vet 2 & 3 Vict, c. 47. 


Repeal of Byelaws. 


rt From and after the date of the confirmation of these 
byelaws, the byclaws relating to 
which were confirmed on the day of 
in the year one thousand cight hundred and by 
fone of Her Majesty's Principal Secretaries of State] (the Local 
Government Board] shall be repealed. 


Nore.—Ift there are in force ina district for which itis proposed to make 
byelaws any byelaws upon the subject to which this series refers, and the Sanitary 
Authority are desirous of repealing such byelaws, the blink spaces in this clause 
should be filled in, the last two lines being properly altered, and the clause added 
to the series. 


BY IAW S 


WIP RESPECT 10 


The Prevention of Nuisances arising from Snow, 
Filth, Dust, Ashes, and Rubbish. 


The Prevention of the Keeping of Animals on 
any Premises so as to be injurious to Health. 


ty 
“J 


MEMORANDUM. 


By section 44* of the Public Health Act, 1875 (38 & 39 Vict., 
Cc. §5) it is provided that— 

‘An Urban Authority may... . make byelaws for the 
prevention of nuisances arising from snow, filth, dust, 
ashes, and rubbish, and for the prevention of the 
keeping of animals on any premises so as to be 
injurious to health.” 

In connexion with the last clause of the byelaw numbered 12 
mn the model series, the attention of the Sanitary Authority 
should be directed to the provisions of section 50% of the 38 & 39 
N1Ctig Cy 55. 

That section 1s in the following terms ° 

‘“ Notice may be given by any Urban Authority, (by public 
announcement in the district or otherwise), for the 
periodical removal of manure or other reftise matter 
from mews, stables, or other premises. and, where 
any such notice has been given, any person to whom 
the manure or other refuse matter belongs, who fils 
so to remove the same, or permits a further accumu- 
lation, and does not continue such periodical removal 
at such intervals as the Urban Authority direct, 
shall be liable without further notice to a penalty 
not exceeding twenty shillings for cach day during 
which such manure or other refuse matter is permitted 
to accumulate.” 

In cases where the Sanitary Authority give the notice to 
which the above-quoted enactment refers, it will not be neces- 
sary to incorporate in any byelaws which they may make for the 
prevention of nuisances, under section 44°, a provision such as 
that contained in the last clause of the byelaw numbered 12. 

JOHIN LAMBERT, 
Secrelary. 
Local Government Board. 
25th July. 1877. 


* These sections are printed ar extesno mm Appendix No. TT, see pp. 198 and 200. 
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BYELAWS 


WITH RESPECT TO 


NUISANCES 


For the prevention of nitsances arisine froue snow, filth, dust, 
ashes, and rubbish, and por the prevention of the Keepine of 
aniials on any premises so as lo be tuyurtous to health. 


1. Phe occupier of any premises fronting, adjoining, or kemoval 
abutting on any street shall, as soon as conveniently may be ty 
after the cessation of any fall of snow, remove or cause to be navy ae. 
removed from the footways and pavements adjoining such 
premises all snow fallen or accumulated on such footways and 
pavements in such a manner and with such precautions as will 
prevent any undue accumulation in any channel or carriageway 
or upon any paved crossing. 

Nor ~The requirements of this cliuse are needed not only i urban 

districts, but in all the more populous places comprised within rural districts. 
The operation of the clause is limited to premises fronting, Xc, on any strect, 
and it has fora principal object to remove the needless risk of danger to health 
which foot passengers would often incur by bemeg compelled to walk through 
snow, 


2. Every person who shall remove any snow from any eae 
premises shall deposit the same in such a manner and with such fom 
precautions as to prevent any undue accumulation thereof in premees 
any channel or carriageway or upon any paved crossing. 

If in the process of such removal any snow be deposited 
upon any footway or pavement, he shall forthwith remove such 


snow from such footway or pavement. 


Norr.—-This clause 16 intended to control the action of any persons who 
may be concerned 1n the disposal of snow which has been removed from any 
premises, and to prevent the nuance, as by flooding and otherwise during a 
thaw, which would result from obstructions in channels, &c 


3. Every person who, for the purpose of facilitating the As to the 
MIXING 4 
removal of any snow from any footway or pavement, shall ciewh 


throw salt upon such snow, shall forthwith effectually remove saw. 


As to re- 
moval of 
filth from 


premises. 
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from such footway or pavement the whole of the deposit 
resulting from the mixture of the salt with the snow. 


Notr.—This clause is rendered necessary by the well-known fact that when 
snow and salt are mixed in certain proportions a freezing muixturg of a tempera- 
ture far below that of snow itself is produced It is also very difficult thoroughly 
to dry leather which has been saturated in such a mixture, and hence the public 
should be protected against the risks likely to result from having to walk 
through it. 


4. The occupier of any premises who shall remove or cause 
to be removed any filth, dust, ashes, or rubbish produced upon 
his premises shall not, in the process of removal, deposit such 
filth, dust, ashes, or rubbish, or cause or allow such filth, dust, 
ashes, or rubbish to be deposited upon any footway, pavement, 
or Carrlageway. 

lor the purpose of such removal, he shall in every case use 
or cause to be used a suitable vessel or receptacle, cart, or 
carriage properly constructed, and furnished with a sufficient 
covering so as to prevent the escape of the contents thereof. 

If in the process of such removal any person shall slop or 
spill or cause or allow to fall upon any footway, pavement, or 
carriageway any such filth, dust, ashes, or rubbish, he shall 
forthwith remove such filth, dust, ashes, or rubbish from the 
place whercon the same may have been slopped or spilled or 
may have fallen, and shall immediately thereafter thoroughly 
sweep or otherwise thoroughly cleanse such place. 


Notbk.—- Any one acquamted with the negligence commonly attendant on 
l-regulated scavenging, will appreciate the necessity for this clause. The offen- 
sive effluvia as weil as the frequent saturation of the soil about the roadways, 
which result: from the altogether inexcusable practice of temporarily depositing 
filth on footways, Xe. instead of at once conveying it to a-cart or other means 
of carriage, call for ugorous preventive measures. 

Where, however, a system of depositing suitable receptacles, containing 
house refuse and ashes, on the edge of the footway, for removal by the scavengers 
on certain specified days, ws in force. the following proviso (with suitable hours 
inserted) may be added .- - 

* Provided always that the foregoing requirements shall not be deemed to 
prohibit: the deposit upon any footway, pavement, or carriageway at any time 
between the hours of and o'clock in the forenoon of any day of 
aw proper receptacle containing dust. ashes, or rubbish to be removed by a 
scavenger emploved by the Sanitary Autuority.” i 

Vhe first paragraph of this model by claw as as necessary in districts where 
section 42* of the Public Health Act, 1875, is in operation as elsewhere, because 
that secuon recognizes the right ef the occupier to deal with the refuse on his 
premises as he thinks fit, and when he exercises that right he should be subjected 
to proper control. 

Hitherto the construction of privies and receptacles for filth and refuse has 
very generally been such as to ensure rapid decomposition and consequent 





— 





~ eee ae ere a re 


* This section ws printed acide in Appendix No, LL, see p. 198. 
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offensiveness of contents, and, on this account, it has been a frequent practice to 
require such structures to be emptied at night. 

This is, however, precisely the time not only when the scavengers themselves 
cannot see to do their work properly, but when they are least hkely to be 
subjected to any proper supervision, Hence needlessly offensive operations are 
likely to be carried out. It is, also, the only time when persons desirous of 
absenting themselves during the process of scavenging are practically unable to 
do so. So also, the period of sleep is that during which the human system is 
least able to resist the influence likely to result from the inhalation of noxious 
effluy ia. 

And further, the more the conditions resulting from faulty structures are 
brought to heht, the more likely are thes te be remedied ino the sense of the 
model clauses relating to this subject * 

Under these circumstances the seavenging of privics and other lth recep 
tacles should be restricted to hours when a reasonable amount of davheht may 
be expected, and when the process can be subjected to eftfaent: supervision 
With a view to this result. the following additional byelaw has in omany mstiunees 
been adopted :-— 

Where byelaws are made tor any place within the metropolitan police 
district, the second and third paramaphs of this byelaw must be omitted, in con 
sequence of section 60 of the 2.4 3 Vict, c. 47. 


ga. The occupier of any premises within the distance of [oun 
twenty yards from any street or from any building or premises vengung of 
used wholly or partly for human habitation, or as a school, or as ce 
a place of public worship, or of public resort or public assembly, lated. 
or from any building in or on which any person may be employed 
in any manufacture, trade, or business, shall not, without reason- 
able excuse, empty or cleanse or cause to be emptied or cleansed 
any privy, cesspool, or other receptacle for filth belonging to his 
premises or provided for use in, or im connexion with such 
premises, or remove or cause to be removed from such privy, 
cesspool, or receptacle, or from such premises, any part of the 
contents of such privy, cesspool, or receptacle, at any time 
except between the hours of stveclock and half-past cieht oclock 
in the forenoon during the months of March, April, May, June, 
July, August, September, and October, and except between the 
hours of seven o'clock and half-past nine vclock in the forenoon 
during the months of November, December, January, and 


February. 


— 


NovE.—In old series a byelaw is at times found prohibiting the deposit, X&C , 
in streets, squares, courts, highways, &c., of animal and vegetable refuse, shells, 
china, ashes, and similar refuse, except for certain specified purposes, as on the 
occasion of frost, illness, building operations, &c. In view of section 28f of 
10 & 11 Vict. c. $89, and of section Sof of to rs Vict, ¢. 34. and sections 
72 & 73t of the 5 & 6 Wm. IV c. 50, such a clause 1s unnecessary. 


* Seve series on the Prevention of Keeping of animals so as to be myunous to healuh, Clause 
No. 12, page 35. Also series with respect to New Streets and Buildings, Clauses Nos. 70. to 
89, pages 145 to 156. 

t These sections are printed 77 exteuso in Appendix No. If, pages 217, 214 and 217. 
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5. Every person who, for the purpose of depositing nay 
filth, dust, ashes, or rubbish upon any lands or premises, or for 
the purpose of depositing any dust, ashes. or rubbish in any 
receptacle provided by the Sanitary Authority for the temporary 
deposit and collection of dust, ashes, and rubbish, shall remove 
such filth, dust, ashes, or rubbish from any premises, or from any 
cart, carriage, or other means of conveyance across or along 
any footway, pavement, or carriageway, shall use a suitable 
vessel or receptacle properly constructed and furnished with a 
sufficient covering so as to prevent the escape of the contents 
thereof; and shall adopt such other precautions as may be 
necessary to prevent any such filth, dust, ashes, or rubbish from 
being slopped or spilled, or from falling, in the process of 
removal, upon such footway, pavement, or carriageway. 

[fin the process of such removal, any such filth, dust, ashes, 
or rabbish be slopped or spilled or fall upon such footway, 
pavement, or carriageway, he shall forthwith remove such filth, 
dust, ashes, or rubbish from the place whereon the same may 
have been slopped or spilled or may have fallen, and shall 
immediately thereafter thoroughly sweep or otherwise thoroughly 
cleanse such place. 

Noir,  Ttas advisable to adopt this clause regulating the action of persons 
engaged in the removal of filth, not only when the duty of removal is imposed 
upon the occupiers under section 44* of the Pubhe Health Act, 1875, but also 
when the removalis contracted for by the Sanitary Authority under section 42.* 
Without some such Clause, nuisance is almost certain to be caused in the public 
thoroughfares during the process of removal. 

Where byeclaws are made for any place within: the metropolitan police 


distuiet: this paragraph must be omitted, in consequence of section 60 of the 
2 3 Vict, ce. 47. 


6. Itvery person who shall convey any filth, dust, ashes, or 
rubbish through or along any strect shall use a cart, carriage, or 
other means of conveyance properly constructed and furnished 
with a sufficient covering so as to prevent the escape of the 
contents thercot. 

If in the process of such conveyance any such filth, dust, 
ashes, or rubbish be slopped or spilled, or fall upon any carriage- 
way or clsewhere in such street, he shall forthwith remove such 
hth, dust, ashes, or rubbish from the place whereon the same 
may have been slopped or spilled or may have fallen, and shall 
immediately thereafter thcroughly sweep or otherwise thoroughly 
cleanse such place. 

NOTE,—The note appended to clause No. 5 may be regarded as equally 
applicable here. Parmers, gardeners, and others, who elect to use their refuse, 
under section 42* of the Public Health Act, 1875, are bound by the terms of 


- wo ee ee 


* These sections are printed 4 ¢vfe30 in Appendix No. II., see pp. 198 and 199 . 
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are 


that section to keep such refuse su that it. shall not be a nuisance ; and it 1s 
further desirable that they should be brought within the control of a clause such 
as this one, in order that slovenliness in removal may be checked. 

A byelaw which is at times proposed to the effect that no such cart, carriage, 
&c., shall be sugered to stand or remain in any street, &c., longer than shall be 
necessary for the loading of the same, is rendered unnecessary by section 28 of 
to & 11 Vict., c. 89, and section 72 of the 5 & 6 Wm. IV. c. 50, which prohibit 
obstructions in the streets and highw ays. 

In any district where there 1s a local Act incorporating section 98 of the 
ro & 11 Vict, c. 34, the model byelaw No. 6 must be omitted. Tt must also be 
omitted where byelaws are made tor any place within the metropolitan) police 
district, in Consequence of section 60 of the 2 & 3 Vict, c. 47. 


7. Lhe owner or consignee of any cargo, load, or collection i to 
of filth which may have bec convey ed, by water or by land, to rr 
any place within the district to await removal from such place cargoes by 
by such owner or consignee, and may have been deposited to ge 
await such removal upon any premises whereon such filth may 
lawfully be deposited, but in such a situation and in such a 
manner that such filth may be exposed without adequate means 
of preventing the emission of stench therefrom ata distance of 
not more than vards from any street or from any 
building or premises used wholly or partly for human habitation, 
or asaschool, or asa place of public worship, or of public resort, or 
public assembly, or from any building or premises in or on which 
any person may be employed in any manufacture, trade, or 
business, shall not, without reasonable excuse, cause or suffer 
such filth to remain after the deposit and before the removal 
thereof for a longer period than hours, 


Notet.— This clause regulating the temporary deposit of filth by the owner 
or consignee of the maternal, though specially useful in’ districts where railway 
stations and sidings or canals already exist, 16 also found necessary in districts 
where loads are as yet only conveyed by road. Its adoption in the Jatter districts 
also renders unnecessary a revision of the byelaws on the provision, ata sub- 
sequent date, of railway or canal accommodation. A distance of too yards, 
and a penod of twenty-four hours are very usually inserted. Less than twenty- 
four hours would not, in all cases, ensure a sufficient period of daylight for the 
work of removal, especially in the case of Joads brought late in the afternoon 
or in the evening. The reference to schools, &c , 1s of some nportance, not 
only because children of tender years are especially susceptible to the myurious 
influence of noxious effluvia, but because in schools, and more espec ally in 
places of public assembly, persons are able to be congregated together in such 
numbers that it becomes essential to secure for them the greatest procurable 
purity of air. 


8. Every person who may have undertaken to deliver to the st 
owner or consignee thereof any cargo, load, or collection of gy 
filth which may have been conveyed by water or by land, to Eee uy 
any place within the district for the purpose of bei ‘ing delivered } aie 

D 
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by such person to such owner or consignee, and may have been 
deposited to await such delivery upon any premises whereon 
such filth may lawfully be deposited, but in such a situation and 
in such a manner that such filth may be exposed without 
adequate means of preventing the emission of stench therefrom at 
a distance of not more than yards from any street or 
from any building or premises used wholly or partly for human 
habitation, ‘or as a school, or as a place of public worship, or of 
public resort, or public assembly, or from any building or 
premises in or on which any person may be employed in any 
manufacture, trade, or business, shall not, without reasonable 
excuse, cause or suffer such filth to remain after the deposit and 
before the removal thereof for a period of more than 

hours. 


Nott.— This clause, which 1s very similar to the preceding onc, regulates 
the action of persons other than the owner or consignee, who may deal with 
cargoes or loads of refuse. The same distance and period are usually inserted 
as in clause No. 7. 


ae 9. livery person who, for any purpose of agriculture, shall 


dwellings deposit or cause to be deposited upon any lands or premises 

te anie within the distance of vards from any street, or from 

ral pur. any building or premises used wholly or partly for human habita- 

pose tion, or as a school, or as a place of public worship, or of public 
resort, or public assembly, or from any cee or premises in 
or on which any person may be employed. it any manufacture, 
trade, or business, any filth which may have ee removed from 
any cesspool, or any filth which may have been removed from 
any privy, or from any receptacle used in connexion with any 
privy, and which may not have been effectually deodorized, shall, 
with all reasonable dispatch, cause such filth to be ploughed or 
dug into the ground, or to be covered with a sufficient layer of 
earth, ashes, or other suitable substance, or shall adopt such 
other precautions as may be reasonably necessary to prevent the 
emission of noxious or offensive effluvia from such filth. 


Note.—The distance of too yards from the class of buildinys here referred 
to is generally regarded as that within which the measures regulating deposits of 
filth intended for agnecultural purposes, should have effect. 


piggies 10. The occupier of any premises shall not keep any swine 
&e, with or deposit any swine’s dung within the distance of feet from 
regard to any dwelling-house, or in such a situation or in such a manner as 


war to pollute any water supplied for use or used or likely to be used 
soe by man for drinking or domestic purposes or for manufacturing 
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drinks for the use of man, or any water used or likely to be used 
in any dairy. 


Note.—Weth a view of effectually dealing with the grave nuisance arising 
from pig-keeping in the immediate vicinity of dwellings, a distance of roo feet 
is often inserted in this clause. and in the case of the Wanstead Local Board 
(app ) v. Wooster (resp.) 38 J. P.. 21, a byelaw presenibing that distance was 
held to be reasonable. It, however, under exceptional local circumstances, this 
distance should be regarded as excessive, a distance of some 60 feet is the 
smallest that should be entertained. If any portion of a district containing 
piggeries is so closely built on that this latter distance cannot be obtained, it ts 
obviously a locality in which pig-keeping should not be sanctioned. It 1s not 
only that pig-heeping in the neighbourhood of dwellings becomes a source of 
injury to health by means of the effluvia conveyed by ai, but the percolation of 
the surrounding soi with animal refuse and evereta becomes a source of special 
danger tu water supplies. “This is notably the case when the water-bearing strita 
are either porous gravel and sands, or fissured rocks 

With respect to rural sanitary districts, the case of -fap ve. Burnley Rural 
Sanitary Authonia (1. Ro12() Bo). 6173053 1. J MAC 76, 32 WLR 66t ; 
48 J. P2359), which came betore the Queen's Bench Division of the High 
Court of Justice on appeal on) March 23rd, 1884, makes at difficult to insert a 
distance Clause as to piggenes, AC, in such distucts, 

A bvelaw similar to the model one. with a distance of 50 feet imserted, was 
In force, and a person was convicted under it by the justices Ona case stated 
for the opimon of the High Court itwas held that the byelaw was unreasonable 
and bad. Lord Coleridge, Co}. sud ubat at seemed unreasonable to say that m 
country districts. in the present state of things, nobody should keep a pig within 
50 feet of his dwelling house. He did not see that at would an itself neces 
sanly be a omusance of injurious to health. “Phe conviction was accordingly 
quashed. 

Jtas by no means clear how far the Court had under consideration the tact 
that urban powers had been granted to the Burnley Rural Sanitary Authority 
under section 44% of the Public Health Act, 1875, but, as the mutter now 
stands, it will probably be best to omit clause ro as regards rural sanitary dis 
tricts, and to include “swine” and ‘swine’s dung” im clause oi, trusting for the 
rest to the secuions of the Public Health Act, 1875, which deal with nuisances. 


tt. Phe occupier of any premises shall not keep any cattle 
or deposit the dung of any cattle in such a situation or in such 
a manner as to pollute any water supplied for use, or used or 
likely to be used by man for drinking or domestic purposes, or 
for manufacturing drinks for the use of man, or any water used 
or likely to be used in any dairy. 

Notk. The objects to be obtained by this clause are too obvious to call 
forcomment. The sugyestion contained in the last paragraph of the Note to 


Clause No 10 should be carried out by inserting the words ‘or swine” after 
‘cattle “in both the first and second lines. 


12. Every occupier of a building or premises whercin or 
whercon any horse or other beast of draught or burden or any 


———— — -_~ = 


* "Phis section as printed ar evden Appendix No TE. p 19g. 
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Scaveng- cattle or swine may be kept shall provide, in connexion with 

ng “c-  such building or premises, a suitable receptacle for dung, manure, 
soil, filth, or other offensive or noxious matter which may, from 
time to time, be produced in the keeping of any such animal in 
such building or upon such premises. 

He shall cause such receptacle to be constructed so that the 
bottom or floor thereof shall not in any case be lower than the 
surface of the ground adjoining such receptacle. 

He shall also cause such receptacle to be constructed in such 
a manner and of such materials and to be maintained at all 
times in such a condition as to prevent any escape of the con- 
tents thereof. or any soakage therefrom into the wall of any 
building. 

Ife shall cause such receptacle to be furnished with a suitable 
cover, and when not required to be opened, to be kept properly 
covered. 

Ile shall likewise provide in connexion with such building 
or premises a sufficient drain constructed in such a manner and 
of such materials and maintained at all times in such a condition 
as effectually to convey all urine or liquid filth or refuse there- 
from into a sewer, cesspool, or other proper receptacle. 

He shall, once at least in every week, remove or cause to be 
removed from the receptacle provided in accordance with the 
requirements of this byclaw all dung, manure, soil, filth, or other 
offensive or nostious matter produced in or upon such building 
or premises and deposited in such receptacle. 


Norr.—The conditions specified in paragraphs 2. 3, and 4 of this clause 
are intended to prevent the offensiveness which necessarily follows when the 
contents of receptacles for manure become wet and sloppy, owing to their being 
exposed either to soakage of sub-soil water or to rainfall, and otherwise to prevent 
nuisance from soakage of thar contents. For the covering required by para- 
graph 4, a lean-to roof may often suffice, or, in the case of an isolated receptacle, 
a roof supported on posts In either case, such fixed roof should be raised 
some few feet above the receptacie, in order to afford facilities for removing the 
contents. Paragraph 5 regulates the drainage of the premises and buildings in 
which animals are kept: and paragraph 6 deals with the periodical removal of 
the contents of the receptacles for manure, Ac. 

In certain instances, however, as in the case of farm buildings or cottagers’ 
allotments situated in sparsely populated localities, this byelaw might be made 
applicable only when either dwelling-houses, other than those comprised within 
the same curtilage as the premises specified, or any carriage road forming part of 
a highway, are situated within a certain distance —say 100 feet --of the premises 
in question ‘This could be done by the addition of a proviso as follows :— 
“ Provided always that the foregoing byelaw shall not apply to any building or 
premises beyond the distance of vards from any dwelling-house not 
being in the same curtilage, or beyond feet from any carriage road - 
forming part of a highway.” 


37 


13. Every person who shall offend against an, of the fore- 
going byelaws shall be liable for every such offence to a penalty 
of . and in the case of a continuing offence to a 
further penaky of for each day after written notice 
of the offence from the Sanitary .\uthority : 

Provided nevertheless, that the justices or court before whom 
any complaint may be made or any proceedings may be taken 
in respect of any such offence may. if they think fit, adjudge the 
payment as a penalty of any sum less than the full amount of 
the penalty imposed by this byelaw. 


Noat- The sums of Five Pounds and Forty Shillings are usually inserted. 


Repeal of Byelaws. 


From and after the date of the contirmation of these Byclaws, 


the Byelaws reliting to which were contirmed 
on the day of in the 
year one thousand eight) hundred) and J by fone of Her 


Majesty's Principal Secretaries of State} |the Local Government 


Board] shall be repealed. 


Notr.—-Tf there are in foree anv bvelaws upon the subject to which this 
series refers. and the Sanitary Vuthorty are destous of repealing such byvelaws, 
the blank spaces in this clause should be filled invand the clause added to the 
series. 


BY HELAWS 


WITH RESPECT TO 


COMMON LODGING-HOUSES., 


AT 


MEMORANDUM. 


By section 80* of the Public Health Act, 1875 (38 & 309 Vict., 
c. 55), it is enacted that “Every Local Authority shall. from 
time to time, make byelaws :— 

“(1.) For fixing and. from time to time, varying the number 
of lodgers, who may be received into a common lodging-house, 
and for the separation of the sexes thercin : and 

“(2.) For promoting cleanliness and ventilation in such 
houses ; and 

“(3.) For the giving of notices and the taking precautions 
in the case of any infectious disease : and 

“*(3.) Generally, for the well-ordering of such houses.” 

The terms of the above-quoted cnactment indicate with 
sufficient clearness, the scope of the byelaws which the Sanitary 
Authority are empowered to make for the regulation of common 
lodging-houses. 

Independently of the byelaws authorized by section 8o*, the 
Public Health Act. 1875, confers upon the Sanitary .\uthority 
powers which. if duly exercised. will enable them to secure 
compliance with various requirements of essential importance 
in relation to the public health. 

In illustration of the nature and extent of the control which, 
either by means of byelaws or by the operation of the express 
provisions of the Public Health ct. 1875. the Sanitary Authority 
may exercise over common lodging-houses, and in anticipation 
of questions which may arise in connexion with this) branch of 
sanitary administration, it may here be convenient to append a 
few observations. 

By section 89* it is provided that, for the purposes of the 
Act, ‘the expression ‘common lodging-house’ includes in) any 
case in which only part of a house ts used as a common lodging- 
house the part so used of such house.” The Act, however, 
contains no exact definition of a“ common lodging-house ;" and 
in cases where doubts may be suggested as to whether any 
particular house or part of a house is or is not comprehended in 
that designation, it will probably be found useful to refer to the 





eee ee ee 
Aenean 


" These sections are printed 9a caftenso in Appendix No. TE, see pp. 208 and 202 
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opinion of the law officers of the Crown which was comimu- 
nicated to the several Local Boards by the circular of the 
General Board of Health, dated the 17th of October, 1853. 

From that circular it appears that the law officers, when 
consulted as to the meaning of the expression ‘common lodging- 
house” in the 14 & 15 Vict., c. 28, advised as follows :— 

“Tt may be difficult to give a precise definition of the term 
‘common Jodging-house, but looking to Se aaa and 
general provisions of the Act, it appears to us to have reference 
to that class of lodging-houses in which persons-of the poorer 
class are received for short periods, and though strangers to one 
another arc allowed to inhabit one common room. We are of 
opinion that it docs not include hotels, inns, public-houses or 
lodgings let to the upper and middle classes.” 

By that part of the above definition which refers to the 
persons inhabiting a common lodging-house being ‘strangers to 
one another,” the Jaw officers in a second opinion explained that 
their “ obvious intention was to distinguish lodgers promiscuously 
Hhrought together from members of one family or household.” 

In reply to the question, whether lodging-houses, otherwise 
comung within the definition but Jet for a week or longer period, 
would, from the latter circumstance, be excluded from the opera- 
tion of the Act. the law officers observed :—'t We are of opinion 
that the period of letting is unimportant in determining whether 
a lodging-house comes under the Act now in question.” 

so far as the foregoing definition of a common Jodeing- 
house rests upon the basis of the habitation of a common room 
by lodgers who are strangers to one another in the sense of not 
being members of onc family or household, it may be inferred 
that this characteristic equally distinguishes the common lodging- 
houses to which the Public Health Act. 1875. applies. Sach an 
inference receives support from the terms of section 87t which 
enacts that ‘tin any proceedings under the provisions of this 
Act relating to common lodging-houses, if the inmates of any 
house or partof a house allege that they are members of the 
same family the burden of proving such allegation shall le on 
the persons making it.” 

With regard to the registration of common lodging-houses, 
in referring generally to the provisions of sections 76—79* and to 
so much of section 807 as renders Hable to penalty any keeper of 
a common lodging-house whe receives any lodger in such house 
without the same being registered under the .\ct, the Board would 
direct especial attention to an enactment in section 78+. By that 
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* See also Note on vo. 45. 
tb Phese sections are printed a cua in \ppendin No. TL, see p. 200. 


section it is provided that ‘‘a house shall not be registered asa 
common lodging-house until it has been inspected and approved 
for the purpose by some officer of the Local Authority.” 

To the thoroughness of this inspection much importance 
should be attached. It is essential that in all structural details 
the fitness of the premises should be carefully ascertained before 
the house is placed upon the register. 

Fhe rules which should guide the inspecting officer in his 
“examination of the premises may be thus briefly indicated + 

The house should (1) possess the conditions of w baleen 
ness needed for dwelling houses in general ; and (2) it should 
further have arrangements fitting it for its special purpose of 
receiving a given number of lodgers. 

1.) Phe house should be dry in its foundations and have 
proper drainage, guttering, and spouting, with properly 
laid and substantial paving to any areca or yard abutting 
on it. Its drains should have their connesions pro- 
perly made, and they should be trapped. where neces- 
sary, and adequately ventilated. Except the soil pipe 
from a properly trapped watercloset, there should be 
no direct communication of the drains with the mterior 
of the house. Al) waste pipes from sinks, basins, and 
cisterns should discharge in the open air over gullies 
outside the house. The soil pipe should always be 
efficienth ventilated. The closets or privies and the 
refuse receptacles of the house should be in proper 
situations, of proper construction, and adapte ‘dd to ULNN 
scavenging arrangements that may be in force in the 
district. ‘The house should have) a water supply of 
good quality, and af the water be stored ino cisterns 
they should be conveniently placed and of proper con- 
struction to prevent any fouling of water. “The walls, 
roof, and floors of the house should be in good repair. 
Inside walls should) not be papered. The rooms and 
staircases should possess the means of complete ven- 
tilation ; windows being of adequate size, able to be 
opened to their full extent, or, if sash windows, both at 
top and bottom. .\ny room proposed for registration 
that has not a chimneys should be furnished with a 
special venulating opening or shaft. but a room not 
having a window to the outer air, even if it) have 
special means of ventilation can seldom be proper for 
registration. 

“(2.) The numbers for which the house and each sleeping 

| room may be registered will depend, partly upon the 
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dimensions of the rooms and their facilities for venti- 
lation and partly upon the amount of accommodation 
of other kinds. In rooms of ordinary construction to 
be used for sleeping, where there are the eisual means 
of ventilation by windows and chimneys, about 300 
cubic feet will be a proper standard of space to secure 
to each nerson; but in many rooms it will be right to 
appoint a larger space, and this can only be determined 
on inspection of the particular room. The house 
should possess kitchen and dayroom accommodation 
apart from its bedrooms. and the sufficiency of this 
will have to be attended to. Rooms that are partially 
underground may not be improper for dayrooms, but 
should not be registered for use as bedrooms. The 
amount of water supply, closet or privy accommodation, 
and the provision of refuse receptacles should be pro- 
portionate to the numbers for which the house is to be 
registered. Tf the water is not supplied from works 
with constant service, a quantity should be secured for 
daily use ona seale, per registered inmate, of not less 
than ten gallons a day where there are waterclosets, or 
five gallons a day where there are dry closets. For 
every twenty registered lodgers a separate closet or 
privy should be required, The washing accommoda- 
tion should. wherever practicable, be in a special place 
and not be in the bedrooms . and the basins for per- 
sonal washing should be fixed and have watertaps and 
discharge pipes connected with them. 

Arrangements for the supply by the Sanitary Authority of 
placards such as are mentioned in the byelaws numbered 23 and 
24 in the model series may be suggested as conducive to the 
well-ordering of common lodging-houses. 


JOHN LAMBERT. 


Secreta m4". 


Local Government Board. 
25¢h July. 1877 
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BYELAWS 
WITH RESPECT 10 


COMMON LODGING-HOUSES., 


Noik - -Before prooceeding to consider the several clauses of this) set of What con 
Avelaws, it will be desirable to draw attention to the deciston im Lavredon, “les a 
Appellant, v. Broadbent, Respondent (37 1 » Tons. 4340 42 J.P. 50) as to what ree 
constitutes a common lodging-house, which iw oof more recent date than the house. 
above memorandum. It was there held that evidence that hawkers, itinerant 
picture-frame makers, chairmakers, musicians, bone gatherers, and persons 
suspected of begging, resorted to a house for lodgings, and had their meals m the 
kitchen at the same table, paying 62. per myght cach, 1s suffiqaent to establish that 
the house 1s a common Jodging-house requiring to be registered under the Public 
Health Act, 1875. Vhe case points to the conclusion, that in) deciding whether 
a given house is or 1s not a common leodging-house within the meaning of the 
Public Health Act. regard should ino each case be had to the consideration 
whether the circumstances of its occupation are or are not such) that) styperviston 
by the Local Authority will be necessary in order to secure the needed Cleanliness, 
¥entilation, good ordering, Xe. 

A decision in the Queen’s Bench Division of the High Court of Justice, to What con 

the effect that a resolugen on the part of the Sanitary Authority to register a stitutes 
common lodeing-house was sufficient to Constitute registration is also important, TBST 
The case 1s Cols vo Fibbens (52.1. Tons 358% 49 J. P. 308), and wt appeared une 
that the local Board of FE. passed a resolution to register the respondent I. as 
the keeper of a common lodging-house pursuant to the Publie Health Act, 
38 & 39 Viet, c. 55, % 76. Vhe clerk, however, afterwards received certain 
information, and did not put the name on the register. ‘The town was then made 
a municipal borough. and the town clerk not finding Fos name on the register 
summoned him under section 86, when Fk. set up the defence that he had been 
duly registered. Held that the justices were right in refusing to convict, as the 
resolution of the Jocal board constituted registration. 

Inthe case of Bvoth, Appellant, v. Zerseff, Respondent (Z7mes, 15 May, 18go) 

i was held that a Salvation Army “refuge” not carned on for profit was not a 
common lodging-house. 

We would also at the onset emphasive the extreme importance of preliminary Inspection 
inspection of premises proposed to be registered, because the byclaws assuine that, prior to 
as the result of careful inspection, the structural fitness of the premises in all essen- Geer 
tial details will have been ensured in advance = Indecd, the requirements of the —~” 
byelaws are essentially directed to the maintenance of those conditions of fitness. 

In conneuion with such maintenance frequent systematic inspection of Systematic 
registered houses 3s essential, and it may be well to point out that special provision Ispec- 
is made as to this, and as to its enforcement under sec 85* of the Public Health '!™ 
Act, 1875. 


This section is printed a extenso in Appendix No. IL pp. 208 and 202. 


Restric- 
tions 
imposed 
where the 
number of 
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For fixing and from time to time varying the number of lodgers 
who may be received into a common loaging- house, and / for 
the separation of the sexes therein ; and 


For promoting cleantiness and ventilation tn such houses ; and 


Tor the gtving of notices and the taking precautions tn the case of 
any infectious disease ; and 


Generally for the well-ordering of such houses. 


A keeper of a common Jodging-house shall not, at any 
one time, receive, or cause or suffer to be received into such 
house, or into any room therein, a greater number of lodgers 


lodgershas than shall be fixed by the Sanitary Authority as the maximum 


been fixed, 


number of lodgers authorized to be received into such house, or 
into such room, and shall be specified in a notice in writing, 
according to the form herein-after prescribed, which shall be duly 
served upon or delivered to such keeper, and shall continue in 
force until, in pursuance of the provisions of the byelaw in that 
behalf, the number so tixed and specified shall be varied by the 
sanitary “Authority. 


form of Notwve. 


To of 
WHEREAS, in ptisuance of the statutory provision in that) behalf, vou have 
been duly registered by the Sanmttary Authority for the district of 
as the keeper of a common lodging house, situated at 
In the said distriet : 


Now I], , clerk to the said Sanitary Authority, 
do hereby give you notice that, in the exercise of the powers conferred upon 
them im that behalf, the said Sanitary Authority have fixed as the maximum 
number of lodgers authorized to be received at any one time into such house, 
and into the several rooms therein, the number specified in respect of such house 
and of each of such rooms in the Schedule hereunto appended. 


SCHEDULE, 


District ot 
Common lodging-house situated at 
Name ot keeper 
The maximum numbet of lodgers authorized to be received at any one time 
into this house ts 
The mammum number of lodgers authorized to be received at any one time 
into each of the several rooms in this house is the number specitied in respect 
of such room tn the appropriate column of the following table :— 
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Deseription Dimensions <icasnne- Hane 
peer or number of or cubical contents ier a ey 
1OOM, of room, Pitcairn tia ses 


ete ® = See Hel ara erent ES 


Ground storey. 


Furst stareyv 


Second Shorey. 


Lopmost stores | 





For the purposes of this notice covery two Children under the ave of 4a veass 
may be counted as one lodget. 


Witness tiny hand this daw at 1S 


Chk to the Sanitary tutherity 


Not For the purposes of effigaent admunistration, wos very desirable that 
this clause and the appended table should be retained , andoatas tound that) the 
fact of such a table having been served) upon the keeper of a common lodging- 
house, will be of value as proot that the provision as to ' fixings? the number of 
lodgers, Xe. has been comphed with on the part of the Sanitary Authority. 
Phe insertion in the clause of any words to the effect that the Authority will 
from time to time ty the number of lodgers, Mc, is to be avoided, for it has 
been considered, as regards section 35 of the Sanitary Act, 1866, which) for 
this purpose i identical with scetion So* of the Pubhe Health Act, 1875, that a 
provision which would enable an \uthonty at them uncontrolled will and pleasure 
to reduce or increase the number of occupants is not “fixing ? within the meanmg 
of the sectton. “The port appears incan opinion given by the daw Officers of 
the Crown as to regulations under the section referred to. the opinion being: as 
follows -— 


“We are of opimion that any regulations for fixing the number of oceuprers 
of houses, or parts of houses, let to diflerent persons under the recent Act must 
receive the sanction of the Secretary of State [now the Local Government 
Board |, and will not be valid unless confirmed by him. We think it 1s not 
competent for the Local Bourd by a gencral regulation, such as is) proposed, to 
acquire or to reserve to themselves the power of subsequently fixing the number 
of such occupiers : and, although the present regulations might be confirmed by 
the Secretary of State [now the Local Government Board], we are of opimion 
that it would not, upon the numbers of the occupiers bemy afterwards fixed by 
the Board, entitle them to enforce the penalues.” 


(Signed) H. M. CAIRNS. 
W. BOVILL.. 


‘Lincoln’s Inn, 16th October, 1866.” 
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Restric- 
tions 
where the 
number of 
lodgers 
has been 
varied, 


Certain rules for the guidance of Samtary Authoriues in determining 
whether or not to register any particular house as a common lodging-house 
under the Act, have already been laid down in the prefatory memorandum to 
this serics of byelaws (see p. 43), and some 300 cubic feet have been suggested 
as constituting a proper standard of space to secure to ea@#@h person. No 
standard can. however, be laid down for universal application. since the amount 
of cubic space needful to the healthful occupation of a room must depend ona 
number of circumstances. ‘The Commissioners of Police in London have a 
minimum standard, determined in part by the height of the room, which gives 
some 300 cubic feet for each person in sleeping rooms, these rooms not being 
occupied by day, and provision being made for their inspection with a view of 
seeing that their ventilation 1s effectually maintained. The standard is by no 
means a large one, it has been determined with a view of the difficulties of 
lodyment in the metropolis, and it should never be reduced. Where a room 1s 
occupied by day as well. as by night, and assuming that its provided with means 
of ventilation both by a fireplace and by one or more windows made to open, at 
least 400 cubic feet should be required for each inmate. As to any allowance in 
the case of young children, see last paragraph of the Form of Notice (page 47). 
This corresponds with clause 3 of the regulations issued by the metropolitan 
polic, and which is to this effect: ‘kor the purpose of determining the 
number of persons authorized to he received into any common lodging-house, or 
intoany room therein, two children under ten years of age may be counted as 
one person.” 


2. A keeper of a common lodging-house, in any case where 
the Sanitary Authority may, from time to time, determine that it 
Is expedicnt to vary the number fixed by them as the maximum 
number of lodgers authorized to be received into such house, or 
Into any room therein, and may, from time to time, for the 
purpose of such variation, cause to be duly served upon or 
delivered to such keeper a notice in writing according to the 
form herein-after preseribed. shall not. at any one time, after any 
such notice shall have been duly served upon or delivered to 
him, and after the date specified in’ such notice, and until, in 
pursuance of the provisions of this byelaw, the number specified 
in such notice shall be further varied, receive, or cause or suffer 
to be received into such house, or into any room therein, a 
greater number of lodgers than shall be specified in such notice 
as the maximum number of lodgers authorized to be received 
into such house, or into such room. 


form of Notice. 


To of 
WHEREAS, in pursuance of the statutory provision in that behalf you have 
been duly registered by the Samitary \uthority for the district of 
as the keeper of a common lodging-house, situated at 
in the said district : 
\nd whereas the said Sanitary Authority have determined that it 1s expedient 
to vary the number heretofore fixed by them as the maximum number of lodgers 
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authorized to be received at any one time into such house and into the several 
rooms therein : 


Now I, clerk to the said Sanitary Authority, 
do hereby give ey notice that, trom and atter the dav of 
the maximum number of lodgers authored to be 


received at any one time into such house and mto the several rooms therem 
shall be the number specified in respect of such house and of each of such 
rooms in the Schedule hereunto appended. 


SUHFDLULE 
District of 
Common lodgimy house situated at 
Name of Keeper 
The maximum number of lodgers authorized to be received at any one time 
into this house ts 
The mannmmum number of lodgers wuthonzed to be received at any one tine 


into each of the several) rooms in this house i the number speced mm respect of 
such room in the appropriate column of the fottowing table 


Descuption Limersions 
con abaddarboe td cot or cthbic al content. 
Pooerdad { wf Pevoouhy,. 


NDoavnarvvarea piumale 
Of dodgers 


Gavund forey, 
first storey. 
Second storey, 
Topimost storey. 


For the purposes of this notice every two children under the age of ée veass 
may be counted as one lodger. 


Witness my hand this day of 18 


Clerk to the Sanitary Authority. 


Norrt.— Fhe number of lodgers having been fixed, section 80* of the Public 
Health Act, 1875. vives the Authority power for ‘S varying the number” who may 
be received into the Common lodging-house . indeed, such varying may be as 
much in the interests of the keeper as of the lodgers. It may be required in 
connexion with any enlargememt or other structural alterauions in the building, 
and has sometimes been adopted in connexion with the prevalence of infectious 
disease. As to this latter point, see also Clause No. 18, page 


This section ts printed in evfemso in Appendix No Lf., po 208. 


Joint 
occupation 
by males 
and 
females of 
the same 
sleeping 
apartment. 


Sleeping 
accommo- 
dation for 
married 
couples. 
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3. A keeper of a common lodging-house shall not, except in 
such cases as are herein-after specified, cause or suffer any person 
of the male sex above the age of fem years to use or occupy any 
room which may be used or occupied as a sleepinggapartment by 
persons of the female sex. 

Such keeper shall not. except in such cases as are herein-after 
specihed, cause or suffer any person of the female sex to use or 
occupy any room which may be used or occupied as a sleeping 
apartment by persons of the male sex above the age of few years: 

Provided that this byelaw shall not be taken to prohibit the 
use and occupation by a husband and wife of any room which 
may not be used or occupied by any other person of either sex 
above the age of fen years, or which may be used, in accordance 
with the provisions of the byclaw in that behalf, as a sleeping 
apartment for two or more married couples. 


Note.- -This clause aims at the provision of separate sleeping apartments 
for persons of different sexes, unless marned, at an age when, according to 
cNperience, such separation becomes requisite “The dinit of ten years, as a 
maximum age, has been fixed as desirable on phystilogicd and other grounds, 
and there are strong reasons for not selaxing at) Se dong as children do not 
exceed ten years of age, they need not be separated from their parents, whose 
accommodation is dealt with in the next Clause as to married couples. 


4. Every keeper ofa common lodging-house shall cause every 
room therein which may be appointed for use and occupation as 
asleeping apartment by two or more married couples to be so 
furnished or fitted that every bed, when in use and occupation, 
shall be effectually screened from the view of any occupant of 
any other bed, by means of a partition of wood or other solid 
material, which shall be constructed and fixed or placcd so as to 
allow adequate means of access to the bed which such partition 
is intended to screcn, and so as to extend upwards throughout 
the whole leneth and breadth of such bed to a sufficient height 
above such bed, and downwards to a distance of not more than 
six inches above the level of the floor, 

Nore - The provision required under this clause is indispensable in) the 
interests of privacy and decency; indeed, some form of sereening around the 
beds of marned couples is already provided in all common lodgtng-houses which 
are properly administered. Curtains, as a sereen. should be avoided, they are 
not so cleanly as wood, which can be regularly painted and washed ; and since 
they are removable cither wholly or in part at the discretion of the lodgers, their 
use renders it impossible to throw the responsibility of maintaining an effectual 
screen upon the keeper of the hous>. In order to avoid any unnecessary inter- 
ference with the due ventilation of the apartments, and. with a view to cleanliness, 
It is important that the necded wooden partitions should not be unnecessarily 


high, and that they should not reach the floor level. To avoid the compartments 
being overlooked, the partition should nse to a height of 6 feet 6 inches above 
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the floor level, and, with a view to ventilation and to tacilitate the cleansing of 
the whole surface of the apartment, a space of some 6 inches should be left 
between the bottom of the partition and the floor. 

The provision of such a wooden screen around the beds of married couples 
has been requi&ed in the metropolis for many years past. As to this, see Dr. 
Juhan Hunter's Report to the Privy ¢ oan Office on the Housing of the poorer 
parts of the population in “Towns, 1805 Phe regulation at present enforced by 
the Metropolitan Police Commissioners, “requires that the beds shall be “separated 
by a partition suthciently high to secure the privacy of cach maried couple, such 
partiuon to be of wood, ot other solid) maternal, and of surtable dimensions ” 
On the subject of the regulation of common Jodgmyg-houses generally, aserul 
information may be derived from the Report of the Lancet Sanitary Commission 


on the condinon ot common Jodging horses (see Zanes’ Vol 1, for i870) 


5. Every keeper of a common Jodging-house shall cause 
every vard, areca, forecourt, or other open space within the 
curulage of the premises to be maintained at all times in 
wood onder, and to be thoroughly cleansed, from time to time, as 
Dee Das may be reasonably necessary for the purpose ol keeping 
such yard, area, forecourt, or other open space ino a clean and 
wholesome condition. 


Noh. - 
In view of the wording of section Sot af the 
requirements which are embodied ino the section 
curtilage of the common lodging house premises 


This section is obviously necessary mo the interests of S cleanliness ” 
Puble Health Act, 1875, the 
cannot extend bevond the 


6. Every keeper of a common lodging-house shall cause the 
Noor of every room or passage and every stair in such house to 
Ie thoroughly swept once atleast inevery day, before the hour of 
fen in the forenoon, and to be thoroughly washe doonce at least in 
every week, 


Now — Having regard to the hatuts and condition of the majority of the 


persons who resort to Common Jodging houses, this regulation is most necessary 
and cannot be considered ay erring on the side of stringency. 


- 


7. Every keeper of a common lodying-house shall cause 
every window, every fixture or fitting of wood, stone, or metal, 
and every painted surface in such house to be thoroughly cleansed, 
from time to time, as often as shall be requisite. 


Nott —This clause only requires in the case of Common lodging-houses, that 
which 15 customary in every well ordered dwelling. 
walls and ceilings 1s provided for in section 82f of the Public Health Act, 1875. 


8. Every keeper of a common lodging-house shall cause all 
bed-clothes and bedding, and ev ery bedstead used in such house, 
to be thoroughly cleansed, from time to time, as often as shall be 


* Raghth Report of the Medical (tficer of the Privy Council, 1885, p. €3. 
+ These sections are printed a2 ext in Appendix No. TL. p. 200. 
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requisite for the purpose of keeping such bed-clothes, bedding, 
and bedstead in a clean and wholesome condition. 


Norr.—In some instances definite periods have been insertgel for the purpose 
of securing the cleansing of bedding, &c. But since it 1s not so much occasional 
cleansing, as the maintenance of cleanliness that is here aimed at, any authorities 
desiring to specify definite periods in order that their officers may see that the 
process is actually carricd out should insert any such requirement (eg., “ every 
first week in March. fune, September. and December”) after the words “to be 
thoroughly cleansed,” and should then continue, “and also from time to time, as 
often oo. *  Comphance with any regulation as to penodical cleansing will 
then not relieve the keeper of the house from the necessity of maintaining the 
bed-clothes, bedding, &c., ina clean and wholesome condition during the intervals, 
and it is especially the maintenance of this condition that Sanitary Authorities 
should seek to enforce by systematic and frequent inspection. 


9. Every keeper of a common lodging-house shall, for the 
use of the lodgers received into such house, cause to be provided 
a sufficient number of basins or other receptacles for water, of 
adequate capacity and suitably placed, and a sufficient supply of 
water and a sufficient number of towels for use in connexion 
with such basins or other receptacles. He shall cause such 
basins or receptacles to be kept clean and in good order, and the 
supply of towels to be renewed, from time to time, as often as 
may be requisite. 

Nork.— The provision of a water supply to common Jodging-houses can be 
enforced under section 81 of the Public Health Act, 1875: but the requirement 
referred to im this section has to do with a sufficiency of water for the special 


purposes of personal ablution. ‘The other requirements as to basins, receptacles, 
and towels follow as a matter of course in the interests of cleanliness. 


10. Every keeper of a common lodging-house shall cause all 
solid or liquid filth or refuse to be removed once at least in every 
day before the hour of /ez in the forenoon from every room in 
such house, and shall onec at least in every day cause every 
vessel, utensil, or other receptacle for such filth or refuse to be 
thoroughly cleansed. 


Notre.—This clause iy essential for “promoting cleanliness,” and it should 
be one of the special objects of inspection to secure comphance with it. Further 
requirements as to scavenging and removal of filth, refuse, &c. should be met 
either by the action of the sanitary authority under section 42* of the Public 
Health Act, 1875, or be enforced by byelaws under section 44* of that Act. As 
to the latter, see clauses and Notes to byelaws with respect to the cleansing of 
privies, &c., pp. 19 to 22. 


11. Every keeper of a common lodging-house shall cause the 
seat, floor, and walls of every watercloset, earthcloset, or privy 


es 


* These sections are printed ## extenso in Appendix No. II., pp. 198, 199. 
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belonging to such house to be thoroughly cleansed, from time to 
time, as often as may be necessary for the purpose of keeping 
such seat, floor, and walls in a clean and wholesome condition. 
% 

Vhe terms of section 80* of the Pubhe Health Act. 1875. de not admit of a 
byelaw regulating the actual structure of waterclosets, earthclosets, and provies mn 
common lodging-houses. The Samtary .\uthority should. before placing any 
house on the register. see, in accordance with the rules lad down im the Pretatory 
Memorandum, p. 43. and subject to the principles embodied im Chiuses 67 to 
79 of the byelaws relating to New Buddings, pp. rg2 to agg. thatthe closets are 
of proper construction ‘This clause is, however, requisite im order te enable the 
Authornty to require Cleanliness as regards the vantous: forms of Closets. and at 
may also be helpful in securme such structural alterations as are necessary to the 
maintenance by the heeper of the necded Cleanty and wholesome conditions 

On this latter point we would reter to the decision in the case of A’cg. vy. Mnforee- 
Llewellyn (LR. 13 (B.D. 681. 33 WOR. 150) which gives power to justices, By 
under sections 9g} g6* of the Publio Health Vet. 875.0 to enforce specitte aa for 
works for the abatement of ao onupance. ‘The case was one mi whieh a abatement 
privy openly discharged might sou and offensive mitten on the bank of ariver ofa 
The Sanitary Authorty served the owner with a onotice fo abate the mursaneg, Maes: 
and for that purpose to remove the existing plpesand pan, to level the door under 
the seat of the privy. and to provide a galvanized doublearandie pail ander the 
seat, the cover of which said seat to be movable, so that the premuises: should no 
longer be a nuance or injurious to bealth. “Phe justices at sessions made an 
order inthe terms of the notice On appealatwas held) that the justices lad 
jurisdiction to make the order. 77. parte Sawnuders (41 OY DB PY tga) followed , 
and ea parte Whitchurch (0 (9 BY. 548) distinguished or dissented trom, 

As to privices with movable receptacles, see byelaws rating to New Build 
Ings, Clauses Nos. 75—- 77. pp. 


. : Mainten- 
12. Every keeper of a common lodging-house shall cause ance of. 


ev cry part of the Structure of CVC ry Watcre eee ‘t lye Jonging to ae 
such house to be maintained at all times in good order, and every 
part of the apparatus of such watercloset and every drain or ler 
means of drainage with which such watercloset may communicate 

to be maintained at all times in good order and efficient action, 


Nott — Inspection of the promises under section 78* of the Public Health 
Act. 1875, will have determined the question as to the suffidancy of the closet 
accommodation, draina, &e., and this ause requires that the conditions which 
were deemed necessary to registration Should) be maimtamed in good order and 
efficient action. As to entormime new works with a view to this, see especially 
sections 23, 36.37, and also 157% of the Pubhe Health Act, 1875; also the 
Note to Clause No. 11 of this series of byelaws 


Larth- 


13. Every keeper of a common Jodging-house shall cause cosets, 
, privies, 


every earthcloset or privy belonging to such house, and every xo. 

receptacle for filth provided or used in or in connexion with such 
tained! in 

earthcloset or privy to be maintained at all times in good order goud 


and in aw holesome condition. order, 


 oeleeeeneaneteanenen ate ae 


* These sections are printed s2 exfenso in Appendix No. IL., see pp. 201, 202. 
+ These sections are printed i ead oin Appendia No IL, see pp. 196 and 206. 
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He shall cause all such means or apparatus as may be 
provided or used in or in connexion with such earthcloset or 
privy and such receptacle, for the frequent and effegual applica- 
tion of dry carth or other deodorizing substance to any filth 
deposited in such receptacle, to be maintained at all times in 
good order and cfficient action. 

He shall cause a sufficient supply of such dry earth or other 
deodorizing substance to be, from time to time, provided for use 
in such cartheloset, privy, or receptacle for filth, and shall cause 
such dry earth or other deodorizing substance to be frequently 
and effectually applied to such filth, or he shall cause such dry 
earth or other deodorizing substance as may, from time to time, 
be supplied to such house, in pursuance of the statutory provision 
in that behalf, by the Sanitary Authority or by any person with 
whom they may contract for the purpose to be frequently and 
effectually applied to such filth. 


Nort —This clause assumes that, as the result of the statutory requirements 
and regulations of structural byelaws, and of the mspection that has satisfied the 
sanitary authorty that these requirements have been comphed with prior to 
registration, there are proper Closets on the premises, and it then provides for proper 
maintenance and proper use of these Closets. Reference to Clauses Nos 70—79 
of the byclaws relating to New Bulldings. pp. 145 to 153, to the Notes appended 
to these clauses, as also to Clause 3 of the bychiws relating to the Cleansing of 
Iharthelosets, Mc. po 2t, will show that the conditions referred to, and especially 
those favourmnp the frequent application of dry carth or other deodoriing 
substance to the exereta, are necessary to secure the required cleanliness, 
good order and wholesomeness. ‘These notes will also indicate the need for 
refering to the receptacle as well as to the structure of the privy itself The 
Statutory provision as to the supply of dry earth or other deodoriing substance 
to which reference is made towards the end of the clause, is paragraph 3 of 
section 37* of the Public Health Act, 1875. 


14. Tevery Keeper of a common lodging-house shall cause 
every ashpit belonging to such house to be maintained at. all 
times in good order and ina wholesome condition, 

Ile shall not cause or suffer anv filth or wet refuse to be 
thrown into any ashpit constructed and adapted for use only as 
a receptacle for ashes, dust, and dry refuse. 


Noth. ~The frequent and systematic emptying of any ashpit being carned out 
by the Sanitary Authority under section 42* of the Public Health Act. 1875, or the 
duty being umposed on the occupier under section 44% of that Act (sec Note pre- 
ceding Clause No. 2 of the byelaws with respect to the Removal of House Refuse, 
&e., p 19), itis still necessary to provide for the maintenance of the ashpit in 
good order and in a wholesome condition. ‘To this end it 1s specially necessary 
to eaclude filth and wet refuse from the structure. Both tend to make the 
contents offensive, and wetness of contents favours decomposition of vegetable 
and animal matters, thus ensuring nuisance. 


ee ee ee 
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* These sections will be found in Appendix No. V1, pp. 108, 199. 
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15. Every keeper of a common lodging-house shall cause all 
such means of ventilation as may be provided in or in connexion 
with any rogm or passage in such house and in or in connexion 
with any watércloset, earthcloset, or privy belonging to such house 
to be maintained at all times in good order and efficient acuion, 


Nott --Phe means of ensuring the ventilation required cannot be specified 
In bygiaws made under section So of the Pubhe THeatth Vet asz5 But the 
structural alterations needed to secure them having been ree PIEVIOUS LO 
reaistration, ators still necessary ins the interests of Cleanliness and well ordering 
to provide for their being maimtamed ina state of efficneney 


10. Every keeper of a common lodging-house shall, except in 
such cases as are herein-alter specified, cause every window in 
every room in such house which may be appointed or use and 
occupation as a sleeping apartment to be opened and to be kept 
fully open for eve Fowr at Jeastin the forenoon, and for eve Aor 
at least in the afternoon of ¢ very day : 

Provided that such keeper shall not be required, in pursuance 
of this byelaw, to cause any such window to be opened or to be 
kept open at any time when the state of the weather 1s such as 
to render it necessary that the window should be closed. or when 
any bed in such room may be occupied by any lodger in 
consequence of sickness or of other suthierent cause. 


Nott Phe requirement embodied ino the first paragraph of this clause ts 
obviously necessary to cloantiness and wholesome occupation, and the periods 
have been specided with due resard to the occupation of beds which ais san 
boned under Clause 21, 58 0 Phe more ordinary conditions which may dead 
to a tamporary relaxation of the requirement are speemied in the second 
paragraph of the clause, and the Jast words amply suffice to cover all reasonable 
difficulties which may be tet wath. 


17. very keeper of a common lodging-house shall cause the 
bed-clothes of every bed in such house to ae removed from such 
bed as soon as conveniently may be after such bed shall have 
been vacated by any lodyver, and. shall cause all such bed-clothes 
and the bed from which scl bed-clothes may have been removed 
to be freely exposed to the air for ore hour at \east in the fore- 
noon or for ove our at least in the afternoon of every day. 


Noti.- ‘This clause aims at securing such aming of bed clothes and bed as 
INamMperative under the circumstances of life in connron lodging houses, and 
especially in view of the occupancy sanctioned under Clause No. 21, p. 58. Mere 
turning down of bed-clothes would be quite insufficient to secure their proper 
exposure, and the efheient airing of the bed itself would certainly not be attained 
by such an arrangement. 


* This section 15 printed a2 er/enso in Appendia No. IT., p. 208. 
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18. Every keeper of a common lodging-house, immediately 
after he shall have been informed or shall have ascertained that 
any lodger in such house is ill of any ocala atta shall 
adopt all such precautions as may be necessary td prevent the 
spread of such infectious disease. 

Such keeper shall not at any time while such lodger ts 
suffering from such infectious disease, cause or allow any other 
person, except the wife or any other relative of such lodger, or 
except a person voluntarily in attendance on such lodger, to use 
or occupy the same room as such lodger. 

Where, in pursuance of the statutory provision in that behalf, 
the Sanitary Authority may order the removal of such lodger to 
a hospital or other place for the reception of the sick, such keeper, 
on being informed of such order, shall forthwith take all such 
steps as may be requisite on his part to secure the safe and 
prompt removal of such Jodger in compliance with the order of 
the Sanitary Authority, and shall, in and about such removal, 
adopt all such precautions as, in accordance with any instructions 
which he may reecive from the Medical Officer of Health, may 
be most suitable for the circumstances of the case. 

Where, in consequence of the illness of such Jodger, there may 
be reasonable grounds for apprehending the spread of infection 
through the admission of Jodgers to any room or rooms in such 
house, or through the admission to such room or rooms of the 
maximum number of lodgers authorized to be received therein, 
such keeper, after being furnished with the necessary instructions 
from the Medical Officer of Health, and until the grounds for 
apprehending the spread of infection shall have been removed, 
shall cease to receive any Jodger in such room or rooms 
or shall receive therein such number of lodgers, being less 
than the maximum number, as the exigencies of the case may 
require. 

Such keeper shall, immediately after the death, removal, or 
recovery of any Jodger who may have been ill of any infectious 
disease, give written notice thereof to the Medical Officer of 
Health, and shall, as soon as conveniently may be, cause every 
part of the room which may have been occupied by such lodger 
to be thoroughly cleansed and disinfected, and shall also cause 
every article in such room which may be liable to retain infection 
to be in like manner cleansed and disinfected unless the Sanitary 
Authority shall have ordered the same to be destroyed. 

He shall comply with all instructions of the Medical Officer 
of Health as to the proper cleansing and disinfection of the 
room and articles. 

When the same shall have been thoroughly cleansed and 
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disinfected in accordance with such instructions, he shal] FIVE 
written notice thereof to the Medical Officer of Health: and, 
until two days from the giving of such notice shall have elapsed, 
and unless @nd until by such cleansing and disinfection the 
necessary precautions for preventing the spread of disease shall 
have been duly taken, such keeper shall not cause or suffer any 
other lodger to be received into the room which, in the case 
herein-before specified, may have been exposed to infection. 


Norr.-—This clause provides ‘‘for the giving of notices and the taking pre 
cautions in the case of any infectious disease * under section 8o0* and section So* 
(3) of the Pubhe Health Act, 1875 2 at does not profess to speeny all the action 
required in connexion with the prevalence of such disease, but enly to supplement 
the statutory enactments against infection which are contamed in that Act, and 
which must be taken into account so as to avoid mere reproduction m the 


byclaw. ‘Thus, there is no need to insert. a paragraph requiring the keeper of 


any registered house to give notice on the ocaurence of a case of infectious 
disease in his establishment, this being provided for by section 84* of the Publi 
Health Act, 1875, where it is enacted that he shall give an immediate notice of 
such occurrence both to the medical officer of health and to the Poor Law 
relieving officer, Tt is a good plan to have a copy of this section hung up in 
every common lodging-house 

The notice having been given it will be found that ample proviston tis made 
in the byelaw for regulating the action to be taken with a view to prevent the 
spread of infection. ‘bhe keeper will be compelled to comply with the Conditions 
laid down as to the use of the room occupied by the patent, and with such 
Instructions as the medical officer of health may give in connexion with the 
removal of the patient or of the dead body, the occupation of the lodging house, 
the cleansing and disinfection of the room and of articles Table to retain 
infection, Ae. As regards the removal to hospital of intectrous patients, which ts 


referred ton paragraph 3 of the clause, this is provided for by the latter part of 


section 124* of the Public Health Act, 1875, the removal being authorized in the 
case of a person lodged in a common lodging house quite irrespective of the 
character of the accommodation available in) such house, and the removal 
ls facilitated by the requirement that the keeper shall, under penalty, assist 
In effecting it. In some cases the inspector Of nuisances as inserted in 
addition to the medical officer of health m= paragraphs 3, 4,5, 6, and 7 of this 
clause ; but since the matters dealt with essentially involve medical judgment, it 
is not desirable to include that officer who, for the purposes specified, should 
act under the directions of the medical officer of health. 


19. A keeper of a common Jodging-house shall not, at any 
time, cause or suffer any room which may be appointed: for ise 
as a kitchen or scullery to be used or occupied as a sleeping 
apartinent. 

Now — This Gause is essential with a view of securing reasonable whole 
some conditions both for sleeping and for the preparation of food; and the 
prohibition it contains is the more needed because such apartments as kitchens 
are, in common lodging-houses, so often used as day rooms for the occupiers 
generally. 


These sections are printed 27 exfenso in Append IT., pp. 186, 205. 
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20. A keeper of a common lodging-house shall not cause or 
suffer any bed in any room which may be used as a sleeping 
apartment by persons of the male scx above the age pf ¢en years, 
to be occupied at any one time by more than one sifch person. 


Now - Thisas a clause which should, under all circumstances, be retained 
In its entirety, directed as tas against the highly objectionable practice of allow- 
Ing two male persons either of adult age or approaching that age, to occupy the 
same bed. ‘Those having experience of byelaws as to common lodging-houses 
attach considerable importance to the rigid observance of this clause. On this 
point it may be noted that Dr Hunter in his report to the Privy Council Office 
mn 1865, on the Housing of the Poor in Towns, wrote that “the newly licensed 
houses in London have for more than two years been under a rule in this respect 
that all ‘single men’ shall sleep in single beds. * Indeed the Metropohtan 
Pohce regulations aim at enforcing this by controlling the size of the bed, 
requiring that the keeper “shall cause every room occupied by single men to be 
furnished with bedsteads and bedding of a size adapted for one person only.” 

As regards the age of ten years which is inserted, it may be pointed out that 
laxity in this particular should carefully be avoided, and that experience derived 
from various parts of the kingdom goes to show that this limit can easily be used 
Wm practice 


2). WW keeper of a common lodging-house shall not cause or 
suffer any Jodger to occupy any bed in such house at any time 
within the period of ezea/ hours after such bed shall have been 
vacated by the last preceding occupant thereof. 


Not. ‘Phe use of the same bed, bedding, and bed-clothes by different 
persons isa necessary condition of Tie i common lodging houses as they now 
exist, and ait therefore becomes important, for sanitary and other teasons, that a 
suffigent mterval should elapse between the vacation of a bed by ore lodger and 
ts occupation by another In the above clause the perod inserted will enable 
the Keeper to comply with the requnements which are embodied in Clauses Nos, 
6,9, te. 16 and 17 (pp. 51, 52, and §5), and which are essential in the interests 
of Cleantiness and well ordering. 


22. Every keeper of a common lodging-house shall cause 
every room in such house, which may be appointed for use and 


occupation as a sleeping apartment, to be furnished with such 


number of beds and bedsteads, and with such a supply of 
hed-clothes and of necessary utensils as may be sufficient for the 
requirements of the number of lodgers received into such room. 


Nott. Alb who have expenence of Common lodging house administration 
will recognize the need for some such clause as this. which enables the Sanitary 
Authority to require the sleeping rooms to be provided with adequate furniture 
and other requisites, The clause is especially necessary in the interests of the 
occupiers Tn some districts iron bedsteads are required, on the ground that thes 
ate more castly cleaned, and tend Jess to harbour vermin, than is the case with 
wooden ones. 


~~ ae 
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* Eighth Report of the Medical Officer tu the Privy Council, 1865, p. 83. 
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23. Every keeper of a common lodging-house, on receiving 
from the Sanitary Authority a notice or placard wherein shall be 
stated the description or number of the room to which such 
notice or platard may apply, and the maximum number of 
lodgers authorized to be received at any one time in such room, 
shall put up or afhx and continue such notice or placard ina 
suitable and conspicuous position in such room, and in such a 
manner that the words and figures in such notice or placard may 
be clearly and distinctly visible and legible. 

He shall not, at any time, wilfully conceal, deface. alter, or 
obliterate any letter or figure in such notice or placard, or 
wilfully or carelessly injure or destroy such notice or placard. 

Norr.—The provisions of this clause tend to efficient administration. ‘They 
are useful not only for the purposes of the Sanitary Authority and their officers, 
but to-assist the keeper in exercising control over his Jodgers ‘They also, by 


giving the lodgers information as to the amount of accommodation to which they 
are entitled, tend to secure to them the space assigned 


24. Every keeper of a common lodging-house, on receiving 
from the Sanitary Authority, for the purpose of exhibition in 
such house or in any room therein, i copy or copies of any byelaw 
or byclaws for the time being in force with respect to common 
lodging-houses, shall put up or affix and continue such copy or 
copies ina suitable and conspicuous position in such house, or in 
such room, and in such a manner that the contents of such copy 
or copies may be clearly and distinetly visible and legible. 

He shall not, at any time, wilfully conceal, deface, alter, or 
obliterate any part of the contents of such copy or copies, or 
wilfully or carelessly injure or destroy such copy or Copies. 

Nove.—For much the same reasons as we referred to in the Note to Clause 


No. 23, the provisions of this clause are necessary for the purposes alike of 
Sanitary Authority, keeper, and lodgers. 


25. Every keeper of a common lodging- house who shall 
offend against any of the foregoing byclaws shall be table for 


every such offence to a penalty of Sandon the case 
of a continuing offence to a further penalty of for 
each day after written notice of the offence from the Sanitary 
Authority : 


Provided, nevertheless, that the justices or court before whom 
any complaint may be made or any proceedings may be taken 
In respect of any such offence may, if they think fit, adjudge the 
payment asa penalty of any sum less than the full amount of 
the penalty imposed by this byclaw. 

_ Notr.—The sums of Five Pounds and Forty Shillings may usefully be 
inserted in this clause. 


As to 
notices ani 
placards. 
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Repeal of Byelaws. 


From and after the date of the confirmation of these Byelaws, 


the Byelaws relating to ¢ which 
were confirmed on the day of 
in the year one thousand eight hundred and by 


|one of Her Majesty's Principal Secretaries of State] [the Local 
Government Board] shall be repealed. 


Norre.—If there are in force any byelaws upon the subject to which this 
series refers, and the Sanitary Authority are desnous of repealing such bvelaws, 
the blank spaces in the above clause should be filled in, and the clause added 
to the series. 


Nort —In connexion with the subject of common lodging-houses, it is 
desirable to draw attention to the provisions of section 48 of the AZerchant Ship- 
ping (Fishing Boaty) .tct. 1883, under which byelaws and regulations may be 
made, with the sanction of the President of the Board of ‘Trade, to provide, 
amongst other things, for the licensing of seamen’s lodging-houses, the inspection 
of the same, and the santtary conditions of the same ‘“Vhe full text of this 
section will be found in Appendix No TI. p. 221. 


BY BELAWS 


WITH KESPERCTL LO 


NEW STREETS AND BUILDINGS. 


M fo MO RA N DU ML. 


Section 157 of the Pubhie Plealth Net 1875 (38 & 30 Viet. 
c. 55). provides that ctevery Urban Authority may make bs e- 
laws wih respect to the following matters, that is to say 

ci.) Wath respect to the devel, width, and) construction 
of new streets, and the provisions for the sewerage 

° thereot ; . 

‘¢2.) With respect to the structure of walls, foundations, 
roofs, and chimneys of new buildings, for securing 
stability and the prevention of fires, and for purposes 
of health : 

“(3.) With respect to the sufficiency of the space about 
buildings to secure a free circulation of air, and with 
respect to the ventilation of buildings ; 

“(4.) With respect to the drainage of buildings, to water- 
closets, earthclosets, privies, ashpits, and cesspools in 
connection with buildings, and to the closing of build- 
ines or parts of buildings unfit for human habitation, 
and to prohibition of them use for such habitation ; 

“And they may further provide for the observance of such 
byelaws by enacting therein such provisions as they think 
necessary as to the giving of notices, as to the deposit of plans 
and sections by persons intending to lay out streets or to con- 
struct buildings, as to inspection by the Urban Authority, and 
as to the power of such Authority (subject to the provisions 
of this .Act) to remove, alter, or pull down any work begun or 
done in contravention of such byclaws . 

“Provided that no bycliw made under this section shall affect 
any building erected inc any place (which at the time of the 
passing of this wAct is included inoan urban sanitary district) 
before the Local Government Acts came into force in such 
place. or any building erected in any place (which at the time of 
the passing of this Act is not included in an urban. sanitary 
district) before such place becomes constituted or included in an 
urban district, or by virtue of any order of the Local Govern- 
ment Board subject to this enactment. 
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* The provisions of this section. . . . shall not apply to 
buildings belonging to any railway company and used for the 
purposes of such railway under any Act of Parliament.” 

In connexion with the subject of byelaws with yspect to new 
streets and buildings, the two following sections (158, 159) are 
important. 

Sections 158 and 159 are in these terms :— 

(Section 158.) ‘Where a notice, plan, or description of 
any work is required by any byelaw made by an Urban 
Authority to be laid before that Authority, the Urban 
Authority shall, within one month after the same has 
been delivered or sent to their surveyor or clerk, 
signify in writing their approval or disapproval of the 
mtended work to the person proposing to execute the 
same; and if the work is commenced after such notice 
of disapproval, or before the expiration of such nfonth 
without such approval, and is in any respect not in 
conformity with anv byelaw of the Urban Authority, 
the Urban .Nuthority may cause so much of the work 
as has been executed to be pulled down or removed. 

“Where an Urban Authority incur expenses in or about 
the removal of any work cxccuted contrary to any 
byclaw, such Authority: may recover In a summary 
manner the amount of such cxapenses either from the 
person executing the works removed, or from the 
person causing the works to be executed, at their 
discretion. 

“Where an Urban v\uthority may, under this section, pull 
down or remove any work begun or executed in con- 
travention of any byclaw, or where the beginning or 
the execution of the work is an) offence in respect 
whereof the offender is Table in respect of any byelaw 
to a penalty, the existence of the work during its 
continuance in such a form and state as to be in con- 
travention of the byelaw shall be deemed to be a con- 
tinuing offence, but a penalty shall not be incurred in 
respect thereof after the expiration of one vear from 
the day when the offence was committed or the bye- 
low was broken.” 

(Section 159.) “bor the purposes of this Act, the re- 
erecting of any building pulled down to or below the 
eround floor, or of any frame building of which only 
the framework is left down to the ground tloor, or the 
conversion into a dwelling-house of any building not 
originally constructed for human habitation, or the con- 


65 


version into more than one dwelling-house of a build- 
ing originally constructed as one dwelling-house only, 
shall be considered the erection of a new building.” 
In connéxion with the byelaws authorized by section 137 
(3 and 4), and with the interpretation of the important proviso 
in that section, the attention of the Sanitary JNuthority may be 
usefully directed to the cases of Tucker 2. Rees’ (7 Jur. v.s., 
629), and Burgess 7. Peacock*™ (16 C. B. Ns. 02435 10 1. 0. 
N.S., 617). 


JOHN LAMBERT, 
Secretary, 
Local Government Board, 
¢ 25th July, 1877. 


* These cases will be found referred to in the nutes on byelaw §4, fo5/, pyr 1G2 nel 158, 
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BY ELAWS 


WITH RELSPLCT TO 


NEW STREETS AND BUILDINGS. 


Interpretation of Terns, 


1. In the construction of the byclaws relating to new streets 
and buildings, the following words and expressions shall have 
the meanings herein-after respectively assigned to them, unless 
such meanings be repugnant to or inconsistent with the context 
or subject matter in which such words or expressions occur ; that 
Is to Say,—— 

“ Base,” apphed to a wall, means the under side of the 
course Immediately above the footings : 

“Popmost storey’ means the uppermost storey in a 
building, whether constructed wholly or partly in the roof 
or not, and whether used or constructed or adapted for 
human habitation or not: 

“ Party wall” means :— 

(a7.) A wall forming part of a building and being used 
or consutteted to be used in any part of the height or 
leneth of such wall for separation of adjoining buildings 
belonging to different owners or occupied or constructed 
or adapted to be occupied by different persons ; or 

(6.) A wall forming part of a building and standing, 
in any part of the length of such wall, to a greater 
extent than the projection of the footings on one side 
on grounds of different owners : 

“External wall” means an outer wall of a building not 
being a party wall, even though adjoining to a wall of 
another building : 

“Public building” means a building used or constructed or 
adapted to be used, cither ordinarily or occasionally, as a 
church, chapel, or other place of public worship, or as a 
hospital, workhouse, college, school (not being merely a 
dwelling-house so used), theatre, public hall, public concert 
room, public ball-room, public lecture room, or public 
exhibition room, or as a public place of assembly for 
persons admitted thereto, by tickets or otherwise, or used 
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or constructed or adapted to be used, either ordinarily or 
occasionally, for any other public purpose : 

“Building of the warchouse class” means a warehouse, 
factdry, manufactory, brewery, or distillery 

“Domestic building “ means a dwelling- nee or an office 


building, or other out-building appurte nant toa dwelling- 


house, whether attached thereto or not, or a shop, or any 
other building not being a public building, or of the 
warehouse class : 

“ Dwelling-house “ means a building used or constructed or 
adapted to be used wholly or principally for human 
habitation : 

Width.” applied to a new dee means the whole extent 
of space intended to be used, or lard out so as to admit of 
beige used as a public way, ¢ ice of any steps or pro- 
jections therein, and measured at right anele Sto the course 
or direction or mtended course or direction of such street. 


NOI! Phe imp etunec af ade tinite doterprotetion of many of the terms 
used in the sul sequent cauttscs ps suttre rently obvious to render explanation of thas 
clause unnecessary, hhc interpretation of terms in bychiws needs considerable 
care, for where no interpretation ww aaven tn the byeliws themselves the meaning 
ofany term canoonty be ascertained: by referenee to the enactment ander which 
the byclaw im which such term occurs as nade Pt has been lard) down an 
the case of Bhakti app ov Chameors usp (lh Rory O Bo. ro, 53 
QT. (nw) 38. fo 7 Po 38S) pot Grove, Jo that ft the proper mode of constyue 
tions to apply the saiae interpretation te terms uscd orm at bychiw which as 
apphed to the same dens an the Vet under the powers of which the byetiw rs 
framed’ By scethon yroof the Piterpretautron Vet orSso itis provided! that 
expresspons usedoin bvebiws ueade after ast Pamuars, tSqo shall dive the same 
mMeoanmes asian the Vet oumeler whieh they sare griavede Hos obvious, therefore, 
that it would be unnecessary to repeat inthe bveliuws the dt tinitton of tems 
already defined by the Vet under which the byelaws were made. and there 
would be no authority for dehning a termi any other way 

Tho interpretation of other terms uscd im the byelaws 1. heady Contained 
Inthe sections gand 159% of the Publ EHlealth Vet 13875, and henee cannot be 
embodied in this clause. but some of the words as for csSauaple street,” 
‘drain’ *Ssewer,” Ac -owith them statutory meanmes, as cmenonm the Vet, might 
usefully be included by Sanitary Nuthoritics inan appendix to them byehiuws Tt 
will further be destrabie that the terms ‘tS sanitary Vuthorty and! Dustiret” 
used an the serms of bvclaws should be accurately defined) See concluding 
paragraph of letters addressed by the Local Government Bowid to urban and 
rural sanitary authorities, pp. rand ro Vhe interpretation of those terms should 


pree ede all other interpretations i" 


\s regards the question of whatas a building within the Operation of the 4 


byclaws, section sg of the Pubbe Health Net, 6875. provides that “the re- ; 


erecting of any building pulled down to or below the ground oor, or of any 
frame budding of which only the framework as lefi down to the ground floor, or 


{ 
: 


the conversion into a dwelling-house of any budding net ormainally construe ted |; 


for human habitation, or the conversion into more than one awe Hing- house of a, 


ee 
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* These sections are printed 772 eadensoin Ap ann ik No. [L., see pp. 195 and 207. 
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building originally constructed as one dwelling-house only, shall be considered 
ithe erection of a new building.” It may also be useful to refer to the case of 
Fielding v. Rhyl Improvement Commissioners (L. R. 3 C. P. D. 2725 38 LL. T. 


1 (N.S.), 223, 42 J. P. 311: 26 W. R. 881). The appellant, who ewas about to 
, build a number of cottages, erected two brick structures witlfin the district 


| 


without comphang with a byclaw as to the deposit of plans. One of such struc- 
tures was intended for a brick-hun, the other for storing tools and general 


I Convenience. of workinen , and the justices found as a fact that the appellant 


intended to pull down both structures upon the completion of the cottages. It 
was held that the structures in question were not “buildings ” within the meaning 
of the byclaws . and that, if the byclaws had been intended to include them, they 
would have been unreasonable 

In the case of /ftbhbert. feton Local Board (5 Times Law Reports 274) it 
wits hold that a conscavatory 15 feetin length and g tect in depth built of wood and 
lass agaist the side of a house and mside the boundary wall of the garden, was 
nota “building “ within the meaning of a byelaw sumilarto model Clause No. 1# 
The Master of the Rolls said that the Court was not going to say that no con- 
servatory Could come within the byelaw. In Sozers ve Laz (1. R. g Eq. 636), 
on the other hand, a vinery attached to a wali was held to be a building. @ther 
cases bearnppe on the question of what 1s a new building, and which may usefully 
be consulted, are A/obbs v. Dance (43 1. J. (nis.), M.C, 215 29 1L. T. (ns), 
687) in whichat was held that a small budding which was pulled down and 
re-erected) from the same matenals in another posiuon was a “new building ” ; 
Steves \. Geile (7 CO. (N.S.), 99. 1 1 PL (NS +), 333 297. J. Ons.) C. P15 
G6 Jur (ns). 047. 8 WLR. 85), in which a structure of wood intended as a shop, 
but hudoon troabers and not det inte the ground, was held to be a building within 
the Metropolitan Building Act, 1855, and Avhardsen (app.) ve. rows (resp ) 
(fo J DP. 666), 9 which a building 30 feet long and 13 feet wide, made of wood 
and resting on wheels, was held to be a new building. In 4/al/ v. Smallprece 
(30 Zam Zames 7) a roundabout, caravans and a shooting tent were held not 
to be structures or ercetions of a moveable Character within 45 Vict. c. 14, 5. 13. 
Ok Stee \ eee 

Lixcupled building s..-- 3 
Peg. Nn SE a 

2. The following buildings shall be exempt from the opera- 
tion of the byelaws relating to new streets and buildings :— 

(a) Any building in Her Majesty's possession, or employed 
or intended to be employed tor Pler Majesty's use or service : 

(6.) Any county or borough lunatic asylum, any sessions house, 
or any other public building belonging to or wholly and per- 
manently occupicd by the council of the county, city or borough, 
in which such asylum, sessions house, or other public building 
may be situated or may be crected : 

(-.) Any gaol, house of correction, bridewell, penitentiary, or 
other prison, and any building occupied or intended to be occupied 
by any prison officer for the use of such prison and contiguous 
thereto : 

(v7) Any building (not being a dwelling-house) belonging to 
any person or body of persons authorized by virtue of any Act 
of Parliament to navigate on or use any river, canal, dock, 


harbour, or basin, or to demand any tolls or dues in respect of 


.y 


te 
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the navigation of such river or canal, or the use of such dock, 
harbour, or basin, and used or intended to be used exclusively 
under the provisions of such Act of Parliament for the purposes 
of such river, canal, dock, harbour, or basin : 

(c.) Any building (not being a dwelling-house) crected or 
intended to be erected in connexion with any mine, and used or 
intended to be used exclusively for the working of such mine ° 

(f.) Any building erected or intended to be erected according 
to plans previously approved by the Land Commissioners tor 
Eneland. or by the Board of Agriculture, under the Tmprove- 
ment of Land Act. 1864. or other Net or Nets for the improve 
ment of land: 

(¢.) .AAnv building which may not be cxempt by the opera- 
tion of any of the precedinge clauses ot this bvelaw, and which 
may be erected or may be intended to be erected in accordance 
with such plan and in such manner as may be approved or 
directed in pursuance of any statutory provision in that behalf 
by one of Her Majesty’s Principal Secretaries of State : 

(Z.) Any building crected and used, or intended to be erected 
and used, exclusively for the purpose of a plant-house, orchard- 
house, summer house, poultry-house, or aviary which shall be 
Wholly detached, and at a distance of fo fees at the Teast from 
any other building, and which shall not be heated otherwise than 
by hot water, and in which the fireplaces Gb any) shall be 
detached with no tues of any kind within such plant house, 
orchard-house, summer-house, poultry -hotse, or aviary’ 

(.) GAny building which shall not cxcced in height ary feet 
as measured from the footines of the walls, and shall not exceed 
in extent ove hundred and Cecnly-five thousand eubte feel, and 
shall not be a public building, and shall not be constructed or 
adapted to be used cither wholly or partly for human habitation, 
or as a place of habitual employment for any person in any 
manufacture, trade, or business, and shall be distant at least ccehZ 
fect from the nearest street, and at least (Aerty feed from the 
nearest building and from the boundary ofany adjoining lands 
or premises : 

(7-) Any building which shall exceed in height (Aerty feet as 
measured from the footings of the walls, and shall exceed in 
extent one hundred and twenty-five thousand cubu feel, and shall 
not be a public building, and shall not be constructed or adapted 
to be used either wholly or partly for human habitation, or as a 
place of habitual employment for any person in any manufacture, 
trade, or business, and shall be distant at least ¢Azrly feet from 
the nearest street, and at least s¢r/y fect from the nearest building 
and from the boundary of any adjoining lands or premises : 
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(%.) Any building erected or intended to be erected for use 
solely as a temporary hospital for the reception and treatment of 
persons suffering from any dangerous infectious disorder. 


e@ 

Noit.—(a.) to (v.) The buildings exempted by these sub-sections are, for the 
most part, dealt with by some department of State, or, under other circumstances, 
are not such as can properly be brought under the operauon of the byclaws, and 
therefore, in order to aveid possible difficulty it is essential that these paragraphs 
should be retuned. 

It will be seen. however, that while those Government buildings for the 
construction of which spocal departmental supervision exists, are exempted, new 
Iunldines of the dwelling house class, even when belonging to any company 
authorized by Act of Partiament to navigate canals, &c., would be subject to the 
operation of the byclaws in the samme way as new buildings belonging to private 
Individuals Phas asc wise arrangement, as those buildings would otherwise be 
under no responsible control whatever. 

Buildings badlonging to any nulway company, and used for the purposes of 
such railway under any Vet of Parliament. are specially exempted from the bye- 
laws by the lest patasraph of see. 155° of the Public Flealth Net, 1875. 

(A) Jt will be observed that this sub-se- tron exempts from the operation of 
the bychiws all those detached Lurdings which are ata specific distanee from 
other buildines, and are mtended solely for graden purposes, also poultry -houses 
and avianies, andoain which po danger of fire can be reasonably anticipated 

(Q)pand (7) Dhese Causes are intended to exempt from the operation of the 
bychiws such buildings a. do not involve sanitary supervision, and im which but 
Inthe danger from fire would be meted.  Agmeultural buildings such, for 
examples as barns, cart houses, and the hkhe, would) thus, under ordinary cireum- 
stances, be exempt provided they are at a sufficrent distance from neighbouring 
promises, buildings, and streets, and therefore those buildings nught be constructed 
Of tunber and weather boarding with thatch roofs and so forth, while. it they were 
hot specnily exempted, they would have to be constructed with walls of brick- 
work or other meombustible substances, with slate or tile roofs, Mc. It wall be 
secn that by clause (2) such buildings in order to be exempted must in no case be 
Within ezs4f fee? thom the nearest street, nor fAirty fee? both from the nearest 
Dbintding and from the boundary of the adjomme premuses. By sub-section (7.), if 
any such budding is of greater height than cae fect and is of a. greater 
capacity than eve Avndved and tionty fire thousand cubu feet (50 x 50 * 50 feet 
the above-named inimamun distances must be mereased to “erty feet and sivty 

Jef despectively, on account of the greater danger that would result were the 
*Jareer building to take fire Tt has been sugeested that, in order to extend the 
usefulness of the Clause sul further, the words “not bemg a building already 
exempted by this bycliw “ should: be mserted in cach of these clauses (7) and (/) 
after the words “nearest budding.” The ctlect of this alteration would be that 
when one osempted building has been erected, another building of similar con- 
struction nmueht, subject to the same restrictions, be crected in close proximity to 
Iitaf desired! 

(A.) ‘This clause is intended to exempt from the operation of the byelaws 
any buiiding which mas Pare to be put up to meet sume temporary emergency 
Where the use of backs and mortar, &c., would not only involve the loss of much 
valuable time, but would render the building unfit for immediate occupation on 
account of the dampness of its walls. 

In some cases it is desired to allow of the erection of corrugated iron 
buildings, and this can be permitted if proper precautions are taken as to the uses 





elieparpmreton ay Na names. 


* For the full teat of this section, see Appendix No. IL, p. 206. 
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to which such buildings are to be put, and for the prevention of fire. The 
following No. 2 exemption has been framed to deal with the subject, and it may 


be added to No. 2 :— 


Exemption of Lron Purldines. 


24. The tollowing buildings shall be cxempt from the 
operation of byelaws 11 to 35, both inclusive, that ts to say — 


(.) Any building comprising not more than one storey ; 

(7.) Vhe external walls of which shall be constructed of or 
wholly covered with galvanized, corrugated, or other sheet 
Iron. 

(4.) Which shall not exceed in height fiee/ee feces, as measured 
from the footings of the walls to half the vertical height of the 
roof, and shall not exceed in extent Zico (howsand cube feet ; 

(c.) Which shall not be constructed or adapted to be used 
either wholly or partly for human habitation ; 

(7) .And shall be distant at least ow /eeé from the boundary 
of any adjoining lands or premises. 


Gi.) Any building comprising not more than one storey ; 
(a.) The external walls or which shall be constructed of or 
Wholly covered with galvanized, Corrugated, or other sheet iron ; 
(6.) Which shall exceed Celie feed, and shall not exceed f¢flecn 
feeé as measured from the footings of the walls to half the vertical 
height of the roof. and shall not cacced ineaxtent ffleen Chousand 
cubic feel. 
(c.) Which shall not be constructed or adapted to be used 
either wholly or partly for human habitation ; 
(7.) And shall be distant at least ezeh/ feed from the nearest 
street, and at least f/lecn fee? from the nearest building and from 
the boundary of any adjotning lands or premises. 


Git.) Any building comprising not more than one storey ; 

(z.) The external walls of which shall be constructed of or 
wholly covered with galvanized, corrugated, or other shect tron ; 

(6.) Which shall exceed ffleen Jeet, and shall not exceed 
thirty feet as measured from the footings of the walls to half the 
vertical height of the roof, and shall not excecd in cxtent cighly 
thousand cubic feet. 

(c.) Which shall not be constructed or adapted to be used 
either wholly or partly for human habitation ; 

(@.) And shall be distant at least czgh/ feet from the nearest 
street, and ¢hzrty feet from the nearest building and from the 
boundary of any adjoining lands or premises. 
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IV eth respect to the level of new streets. 


3. Every person who shall lay out a new street shall lay out 
such street at such level as will afford the easiest practicable 
gradients throughout the entire length of such street for the pur- 
pose of securing easy and convenient means of communication 
with any other street or intended street with which such new 
street may be connected or may be intended to be connected, 
and as will allow of compliance with the provisions of any statute 
or byclaw in force within the district for the regulation of new 
streets and buildings. 


Noti.-—This clause presenbes in the simplest and most general way how the 
levels of any new street are to be determined. In the case of AZayor of Sunder- 
land v. Brown (43 1. Te (ns.), 478. 44 J. P. 830), a person who under a 
contract but along the line of a street laid out by the owner with whom he con- 
tracted, was hald not to be a “ person who lays out a new street.” Regarding the 
question what is a new street, reference may be made to the case of Aaker v. 
Maver, oe, of Portymouth (1. BR. 3 Ex YD 4 and 157: 47 LL. J. Ex. 223; 37 
]. ‘TV. (Ns), S22: 42 J. P. 278), in which it was held that the words “ with 
respect to the level, width, and construction of new streets ” include the construc- 
tion of the buildings and the burldings themselves and front gardens or whatever 
clse is at the side of the roadway. “This case was approved of in the subsequent 
case of Aolunven Vv. Barton, Leeles, Gve., Local Roard (1. ® 8 App. Cases 798; 
53.1. Jech 226, 50 L. Te (N08), 573 48 J.P. 276) And the same principle 
was applied toan old lane which at was held might become a new street when 
buildinus were erected at the side of at. In Waude and others v Baildon 
Local board (L, Re 10 C). B.D. 3045 48 LT. (ns.), 874. 47 J. P., 644), it 
wits held to be a question of fact for the justices whether or not a road is a new 
street. 


Weeth respect to the width and construction of new streets. 


4. [every person who shall lay out a new street which shall be 
intended for use as a carriage-road shall so lay out such street 
that the width thereof shall be ¢A77¢y-s7v feet at the least : 


Nore.-—'The width here preseribed as a minimum width for a new rest) 
intended for carriage traffic, is the least width that is consistent with convenience 
of the existing or prospective traffic ina district where it has been found necessary 
to have urban powers. Tt is undesirable, moreover, to prescribe a less width than 
thirty tv fet, ay it is expedient to avoid as far as possible the crowding of houses/ 
On a piven area. 


5. I:very person who shall construct a new street which shall 
excecd ove hundred feet in length shall construct such street for 
use as a carriage-road, and shall, as regards such street, comply 
with the requirements of every byelaw relating to a new street 
intended for use as a carriage-road. 
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NoTe.—Tne requirement of this clause has for its object to prevent the 
formation of narrow streets of indefinite length such as would be allowable under 
the next clause, and aims at securing transverse openings in such streets so as to 
promote the cirgulation of air in and across them to the utmost extent. 

® 


6. Every person who shall lay out a new street which shall be Width of 


intended for use otherwise than as a carriage-road, and shall not new street 


exceed in length ove hundred fect, shall so lay out such street tended for 
that the width thereof shall be ¢wenfy-four fret at the least: cathe 


Provided always, that this byelaw shall not apply in any case 
where a new street shall not be intended to form the principal 
approach or means of access to any building, but shall be intended 
for use solely as a separate means of access to any premises for 
the purpose of removing therefrom the contents of the rece ptacle 
of any privy, or of any ashpit, or of any cesspool without carrying 
such contents through any dwelling-house or public building or 
any building i in which any person may be or may be intended to 
be employ ed in any manufacture, trade, or business. 


Noieg.— This clause permits the formation, under certain circumstances, of 
new streets, affording the principal approach to houses, of such limited width as to 
be unsuited for general carriage traffic. 

It as worth considering whether itas expedient to encourage the formation of 
the narrow streets permitted by this clause in any distuet that as hkely to be 
thickly built over; or whether the interests of the distuct generally would not be 
best promoted by omitting this and the last preceding Clause, as well as the words 
“which shall be intended for use as a carmage road “ in clause No. 4, and. thus 
requiring every new strect to be made atleast Marana fees in width. — Indeed that 
minunum width might, in many instances, be mcreased with advantage to, say, 
Jorty feel. 

It will be observed that the proviso to thts clause exempts from the require- 
ment of the clause all back streets affording secondary access to houses. ‘The 
provision of such streets cannot be enforced. In the case of Maite vo Garston 
Local Board (1. R. 3 Q TD. 5537 1. J. Me C. 19,17 1. TL (Ns ), 2017), a byclaw 
that no dwelling-house should be erected without haying at the rear or side a road- 
way at least Zero feed wide Communicating with some adjoming public highway 
in such situation as the Local Board should approve for the purpose of affording 
efficient access to the privy or ashpit was held to be ara vires. Such streets 
should be of the greatest width procurable | But since the provision of a back 
street cannot be required under a byclaw, it is probable that the provision of 
such streets would at times be hindered if a really adequate width were to be 
prescribed in the byclaws. Hence no width ws specified for back streets in the 
model series. Lf, however, it be considered desirable, in the interests of a locality, 
to lay down a iminimiam width for such streets, it can be done; and such width 
should be at least fev feet. The following clause has been adopted :— 


A. Every person who shall lay out a new street which shall | 
not pe intended to form the principal approach or means of 
access to any building, but shall be intended for use solely as a 
separate means of access to any premises for the purpose of 
removing therefrom the contents of the receptacle of any privy, 
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or of any ashpit, or of any cesspool, without carrying such 
contents through any dwelling-honse or public building in which 
any person may be or may be intended to be emgloyed in any 
manufacture, trade, or business, shall so lay out sch street that 
the width thereof shall be sérteen feet at the least, provided that 
if the new strect shall not exceed in length ¢hree hundred feet, 
the width thereof shall be ¢hzrteen feet at the least. 


7. Every person who shall construct a new street for use as a 
carriage-road shall comply with the following requirements :— 

(a.) He shall construct the carriage-way of such street so 
that the width thereof shall be /wenty-four fect at the least. 

(6.) He shall construct the surface of the carriage-way of 
such street so as to curve or fall from the centre or crown of such 
carriage-way to the channels at the sides thereof; the height of 
the crown of such carriage-way above the level of the side 
channels being calculated at the rate of not less than ¢/7¢e- 
clehths of an inch and not more than three-fourths of an winch for 
every Soot of the width of such carriage-way. 

(c.) He shall construct on each side of such street a footway 
of a width not less than ove-szvth of the entire width of such 
Ssurect. 

(¢7.) He shall construct each footway in such street so 
as to slope or fall towards the kerb or outer edge at the rate 
of one-half of an tach in every foot of width, if the footway 
be not paved, flagged, or asphalted; and at the rate of not less 
than @ guarter of an inch and not more than oxe-half of an 
auch in every foot of width, if the footway be paved, flagged, 
or asphalted. 

(¢.) Ile shall construct cach footway in such street so that 
the height of the kerb or outer edge of such footway above the 
channel of the carriage-way (except in the case of crossings 
paved or otherwise formed for the use of foot passengers) 
shall be not less than ¢Arce cuches at the highest part of such 
channel and not more than seven tches at the lowest part 
of such channel. 

Nore.—The width (deenty-four fee?) prescribed in (a.) for the carriage-way of a 
new street 1s requisite in order to allow of three ordinary vehicles abreast, “¢., one 
standing on each side with sufficient space between them to allow another vehicle 
to be easily driven past. 

In cases where a greater width for new streets intended for carriage traffic 
than that prescribed in clause No. 4 is adopted, it may be deemed preferable to 
prescribe a proportionate width for the carriage-way, as for example, fzeo-thirds of 
the entire width of the street for the carriage-way, the prescribed width for the foot- 
way remaining as in (¢.). 

In (d.) it may be that the prescribed height of the crown of the carrlage-way 
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above the channels at the sides ts somewhat in excess of what is frequently 
desirable, and the minimum and maximum heights prescribed should therefore be 
specially considered with reference to the usual form of construction adopted in 
the district. e 
A byelaw wassheld to be unreasonable which was in the following terms :— 
‘‘ Every person who constructs a new street shall cause the kerb of each footpath 
in such street to be put in at such level as may be fixed or approved by the urban 
sanitary authority. No person shall commence the erection of a new building in 
a new street unless and until the kerb of each footpath therein shall have been 
ut in pursuant to the preceding requirement.” Audland v. Mayor, &c. of 
Sunderland, (33 W. R., 164: 49 J. P., 359: 52 L. T. (nvs.) 616.) 


$. Every person who shall construct a new street shall 
provide at one end, at least, of such street an entrance of a 
width equal to the width of such street, and open from the 
ground upwards. 


Nog &.—Although it may be contended that, in the interests of a district, it 
would be very destable to prevent the formation of streets*® with dead ends — ca/s 
de sac—by requiring every new street to have a proper entrance at cach end, at ts 
probable that many cases would occur in which such a requuement would act 
oppressively Before any alteration in this sense, therefore, ts made in the model 
clause, it should be carefully considered whether the circumstances of the district 
will admit of the prohibition of such cz’s de sac, without inflicting unreasonable 
hardslup on individuals. 

It will be observed that this clause applies to any new street whatsoever, 
whether intended for carnage traffic or not, and that the requisite entrance is to be 
wholly unimpeded by an arch or projection of any kind. 

The section of the Public Health Act, 1875, which authorizes the making of 
byelaws with respect to new streets, allows byclaws to be made with respect to 
the seweraye of new streets In reference to this subject, however, the Local 
Government Board, in their circular letter, 25th July, 1877 (see p. 3) when the 
model byelaws were published, explained the circumstances which Jed to) the 
omission of byclaws on that subject from the model senes, in the following 
paragraph :-- 

“Tt will be seen that the model series contains no byelaws specifying pro- 
visions for the sewerage of new streets, and the reason for this is that the con 
diuons which such byclaws must satisfy are, to so great an extent, dependent upon 
the varying circumstances of different localities. ‘Phe Board do not anticipate 
that inconvemence will result) from the absence of satisfactory byelaws with 
respect tu sewerage, for it may be doubted whether any powers, which under such 
byclaws may be lawfully assumed by Sanitary Authorities, will, as regards extent 
and efficacy, compare with the powers which they denve from the express pro- 
visions of the Public Health Act.” 


With respect to the structure of walls, foundations, roofs, and 
thinneys of new buildings for securing stability and the 


prevention of fires, and for purposes of health. 


9. A person who shall erect a new building shall not con- 
Struct any foundation of such building upon any site which shall 
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* For a definition of the term ‘ strect,” see Appendix, No. II., page 195. 
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have been filled up with any material impregnated with foecal 
matter or impregnated with any animal or vegetable matter, or 
upon which any such matter may have been deposited, unless 
and until such matter shall have been properly removed, by 
excavation or otherwise, from such site. 


Nowr.—-Froma Report made by Professor Burdon Sanderson, M.1D., F.R.S., 
and the late Professor Parkes, M.1), F R.S., on the Sanitary Condition of Liver- 
pool, experiments, having for their object to ascertain what the effect of time had 
been on the organic matters which, together with cinder refuse, had been used to 
fill up inequalities in the ground, tended to show that “the process of decay of 
all the most casily destructible matters ” including vegetable refuse “is completed 
in three years.’ In the case of wood and woollen cloth the process was more 
prolonged. ‘The Report further states that “the vegetable and animal matter 
contained in the emder refuse decays and disappears in about three years, and is 
virtually innocuous before that time.” It may therefore be assumed that for 
practical purposes three years will amply suffice for the removal by oxidation, of 
the objectionable matters in such refuse. If, however, foecal matter hag at any 
time formed part of the refuse, more stringent precautions ought, for obvious 

© reasons, to be taken, and even after a lapse of a much longer period all soil which 
\ has been contaminated by such matter should be removed before building opera- 
i tions can safely be sanctioned. 

It has in some places been found desirable to add to this clause after the 
words “or vegetable matter” in line 4, the words “or with any refuse product of 
any chemical process.” 

Upon the question as to who answers the description of the “person who 
shall crect a new building,” the case of Regina vy. Brown, 45 J.P., 220-—though 
arising under the Metropolitan Building Act, deserves notice. W. had entered 
into an agreement with B. to build 80 houses in the metropolis according to plans 
which B. deposited with the distuct board Bb. built about 50 of the houses, and 
then left the rest to be built by C., and did not interfere further. C. violated 
the byelaws, and B., as the depositor of the plans, was fined by the justices as the 
person crecting the building contrary to the byelaws. Held, that B. could not 
be deemed the person erecting, after having ceased to superintend the building, 
and that the conviction was invalid. 


ad 


Site to be 10. Every person who shall erect a new domestic buildin 
oe shall cause the whole ground surface or site of such building to 
aete be properly asphalted or covered with a layer of good cement 
concrete, rammed solid at least sav zaches thick. 
/ 


Noi. “The sanitary advantages of this clause are considerable. Residence 

jo a damp subsoil as the foundat.on for a house, has long been known to favour 
; the prevalence of disease, such as pulmonary consumption, hence regulations to 
prevent the passage of dampness from the soil beneath houses into their interior 

| are obviously desirable. All soils and rocks are, more or less, pervious ; this is 
especially the case with gravel, sand, and chalk, which are popularly deemed to 
afford the best subsoils for dwelling-houses. Indeed, chalk will hold some 16 

| per cent. of its weight in water; In a similar way large volumes of ground air are 
held in its pores, and both this and the moisture when drawn up into a house by 
{ the influence of temperature or as the effect of a direct suction resulting from 
fires, &c., tend to injurious results. Every year more and more is being learnt as 
to the injurious influence of admitting ground air into dwellings, and this especially 

in thickly populated places. So also, where the foundations are laid in some 
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specially dry formation, serious and fatal disease has followed on the soakage of 
filth from a leaky drain on neighbouring premises, or otherwise, mto the soil 
beneath a house. ‘This source of danger, which has heen found especially grave 
in the case of parvious gravels and fissured rocks, is obviated by the adoption of 
this clause. It iso be remembered that the extra cost of adopting the precaution 
prescribed in this clause cannot add greatly to the cost of a house, seelny that a 
cubic yard of conercte costs perhaps from ten to fifteen shillirgs, andvat sin mches 
thick, will cover an area of fifty-four square feet. It would be an additional 
safeguard to require the upper surface of the concrete to be grouted and floated 
over to a smooth surface with cement. 

If the use of concrete, as presenbed in this clause be adopted, the distance 
between the surface of the concrete and the underside of the floor joists need not 
be more than some ¢Arce inches (vide clause No. 56, page 126); but af the concrete 
be omitted that distance would have to be increased to atleast weave vihes, which 
would involve fully two more courses of bricks throughout all the walls of the 
building—thus going far to counteract the saving effected by the omission of the 
concrete. It may further be pointed out that in many cases, as mn halls, lobbies, 
and certain kitchen offices, the concrete may form the finished flooring, and thus 
save any additional cost for other kinds of flooring. 


In certain low-lying districts, and in Jocalities where excavations have becn 
made, as by the removal of brick-earth or clay, a byelaw may be found necessary, 
requiring that such sites shall be specially prepared by elevation and otherwise 
before building operations can be sanctioned. In the Sculcoates rural district 
(Yorkshire), where the removal of clay from a flat and low-lying tract of land had 
already been in part effected, and where a large increase of such excavations 
was anticipated in connexion with the manufacture of bricks for dwelling-houses 
which were about to be erected, 1t was found desirable to supplement clause No, 
to by the following one, No. roa. As regards low-lying sites, as for example 
near rivers, it would be necessary, in any byelaw having a similar object to define 
the area to which it should apply, and the clause No. ron 1s suggested for the 
purpose. 


104, In every case where the intended site of a new building 
may have been or may have formed part of a clay-pit, or where, 
by reason of excavation and the removal of carth, gravel, stones, 
or other materials from such site, the whole or any part of the 
surface thereof, may be at such a depth below the level of the 
surface of the ground immediately surrounding and adjoming 
such site as may render the elevation of the whole or part of the 
existing surface of such site necessary for the prevention of 
damp in any part of any building to be erected thereon: —A 
person shall not construct any foundation of a new building upon 
such site or upon such part thereof as, for the purpose aforesaid, 
may require elevation, unless and until there shall have been 
properly deposited thereon a layer or layers of sound and suit- 
able material sufficient to elevate such site or such part thercof 
to an adequate height, and tu form a stable and healthy sub- 
Stratum for such foundation. 
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ton. In every case where the intended site of a new building 
may be within an area bounded by (here tusert boundaries of 
the arca to which the following requirement 1 to apply), a 
person shall not construct any foundation of suchtbuilding unless 
and until there shall have been properly deposited upon the site 
a layer or Jayers of sound and suitable material sufficient to 
elevate such site toa height at least feet above the 
ordnance datum, and to form a stable and healthy substratum 
for such foundation; or unless he shall so erect the building 
upon cement concrete, masonry, or brickwork, that the floor of 
the lowest storey shall be at least feet above the 
ordnance datum, 


11. Every person who shall erect a new building — shall 
cause such building to be enclosed with walls construeted of 
good bricks, stone, or other hard and incombustible materials, 
properly bonded and solidly put together :- -- 

(a.) With good mortar compounded of good lime and clean 
sharp sand, or other suitable material ; or 

(6.) With good cement; or 

(«.) With good cement mixed with clean sharp sand. 
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DIAGRAM No 7. 


Notk.—This clause aims at assisting the ]ocal Authority in securing that 
the enclosing walls—eaternal walls and party walls—of a new building shall be 
formed not only of hard and incombustible materials, but that such materials 
shall be properly put together with suitable mortar or cement. 

The term ‘properly bonded” means the regular mterlacing together of the 
bricks—whole bncks, not broken bricks or * bats” as they are called—trans- 
versely as well as longitudinally in the several courses. From this it will be seen 
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that no properly bonded wall can be of less thickness than the length of a brick. 
Diagram No. 1 shows the two methods of bonding commonly adopted. A is 
known as Flemish bond, all the courses having “headers” and “stretchers ” 
placed alternately; and B, the English bond, having courses of “headers ” 
alternating witl? courses of “ stretchers.” 

In case it may be desired to regulate the construction of hollow wally and 
they would otherwise be prohibited by this clause - a special proviso has been 
framed prescribing the width of the cavity and the maximum distances apart, 
both vertically and horizontally, as well as the material, of the necessiry 
bonding-ties. Diagram No. IT. shows how the bonding tes are required to be 
placed. The proviso hkewise excludes the width ofthe cavity from being reckoned 
in the thickness of the wall: and it further requires any woodwork in the wall to 
be protected from damp entering the cavity. Itis sometimes considered desirable 
to further require the cavity to be provided with proper means of draining away 
water from it and of ventilating it. 


Provided that such person may construct any external wall 
of such building as a hollow wall, if such wall be constructed in 
accordance with the following rules :— 

Gi.) The inner and outer parts of the wall shall be separated 
by a cavity which shall throughout be of a width not exceeding 
three inches. 

Qi.) The inner and outer parts of the wall shall be securely 
tied together with suitable bonding ties of adequate strength 
formed of galvanized iron, or iron tarred and sanded. or of 
glazed stoneware. Such ties shall be placed at distances apart 
not exceeding farce feet horizontally and ezehklcen inches verti- 
cally. 

(il.) The thickness of each part of the wall shall throughout 
be i less than four anda half inches. 

(iv.) The ageregate thickness of the two parts, excluding the 
width of the cavity, shall throughout be not less than the minimum 
thickness prescribed by the hye law in that behalf for an external 
wall of the same height and Jength, and belonging to the same 
class of building as that to which the hollow wall belongs. 

(v.) All woodwork which may be intended to form the head 
of a door-frame or window-frame, a lintel, or other similar 
structure, and may be inserted in the wall so as to project into 
or extend across the intervening cavity, shall be covered 
throughout on the upper side thercof. with a layer of sheet lead 
or other suitable material impervious to moisture tn such a 
manner as effectually to protect such woodwork from any 
moisture that may enter the cavity. 


Where its anticipated that buildings will be constructed of half-tunber work, 
the model clause No rt will need some modification, and accordingly clause No. 
tra has been framed to permit so combustible a material as wood to be introduced 
In the construction of the external walls of new buildings in a way that will reduce 
to a minimum the danger of fire, and, at the same time, not impair stability. It 
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will be seen that the new clause provides that, in the case of a detached building 
at least ji/teen feet from any other building not in the same curtilage, the external 
walls may be formed of half-trmber construction, provided the timber-framing is 
properly put together and the interspaces filled in with brickwork§ and a thickness 
of at least four and a half inches of brickwork is placed at the Wack of the timber- 
framing, as shown in JT)ia‘ram No. IJ. In the case of atta~hed houses, the 
clause permits blocks of three houses to be erected with intervals of /7freew Sect 
between such blocks, and it requires the party walls to project at least ome 
tach beyond the tiunber-framing in the external walls so as to sever the continuity 
of timber from one house to the neat. ‘Phe introduction of timber into the 
construction of the eaternal walls of a new building involves shght alterations 
in clauses Nos. 22 and 24. 


Pnnted draft copies of the modified ciauses are supplied by the Local 
Government Board on the application of any Samitary Authority desiring to 
adopt them. 
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bra. Pivery person who shall erect a new biilding shall. 
except in such cases as are heremafter specified, cause such 
building to be cnelosed with walls constructed of good bricks, 
stone, or other hard vanad incombustible materials properly bonded 
and solidly put together : 

(70) With good mortar compounded of good lime and clean 
sharp sand, or other suitable material; or 

(0.) With eaod cement > OF 

(.) With good cement mixed with clean sharp sand : 

Provided always . 

(a.) That where a new building intended for use as a dwell- 
ing-house shall be distant not less than f/fcen feet from any 
adjoining building not being in the same curtilage, the person 
erecting such new building may construct its external walls of 
timber-framing and in accordance with the following regulations ; 
that 1s to Sah, 

i The timber-framing shall be properly put together, and the 
spaces between the timbers shall be filled in completely with 
brickwork : 

ii, A thickness of at least four anda half tuches of brickwork 
shall be placed at the back of every portion of timber, and shall 
be properly bonded to the brickwork filling the spaces between 
the timbers 3 and 

(6.) Where a new building forms or is intended to form part 
of a block of new buildings which shall be intended for use as 
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dwelling-houses, and shall not exceed three in number, and each 
of which shall be distant not less than fifteen fect from any 
adjoining building not being in the same curtilage ang not forming 
part of the same block, the person erecting such? new building 
may construct its external walls of timber-framing subject to 
compliance with the following conditions ; that is to say,— 

i. The several buildings shall be separated by party walls, 
each of which shall be constructed in accordance with the 
requirements of the byclaws in that behalf, and shall project 
at least one zuch in front of any timber-framing in any adjoining 
external wall : 

ii. The timber-framing shall be properly put together, and the 
spaces between the timbers shall be filled in completely with 
brickwork : 

Hi. The thickness of at least four and a half inches of 
brickwork shall be placed at the back of every portion of timber, 
and shall be properly bonded to the brickwork filling the spaces 
between the timbers. 


12, Every person who shall erect a new building shall con- 
struct every cross wall, which, in pursuance of the byelaw in 
that behalf, may, as a return wall, be deemed a means of deter- 
mining the Jeneth of any caternal wall or party wall of such 
building, of good bricks, stone, or other hard and incombustible 
materials properly bonded and solidly put together -— 

(a.) With good mortar compounded of good lime and clean 
sharp sand, or other suitable material ; or 

(6.) With good cement; or 

(c.) With good cement mixed with clean sharp sand. 


Note ~Lhis clause is similar in its objects and requirements ‘vo the preced- 
ing clause, No. 11, but it applies to those internal cross walls whic',, as return walls, 
serve in detcrmiming the length of any external wall or party wall [See clause 
No. 18 (i) Further explanation as to the reason for regulating the construc: 
tion of cross walls is given in the Notes to clauses Nos. 18 and 21. 


13. A person who shall erect a new building shall not con- 
struct any wall of such building so that any part of such wall, 
not bemg a projection intended solely for the purposes of 
architectual orniment, or a properly constructed corbel, shall 
overhang any part beneath it. 

Nore. —The object of this clause is to prevent the construction, carelessly or 
otherwise, ofa wall out of the perpendicular or with an undue or improperly formed 
projection. It does not relate, as sometimes supposed, to the construction of 


balconies, inasmuch as such structures cannot form the subject of a Lyelaw under 
the 157th section of ‘Phe Public Health Act. 1875. Perhaps the latter part of 


s 
me) 


the clause might with advantage he altered as follows:—“ nat being a part properly 
corbelled out, ora projection intended solely for the purposes of architectural 
ornament, shall overhang any part beneath it.” 

@ 


14. Ever§$ person who shall erect a new building shall 
cause every wall of such building which may be built at an angle 
with another wall to be properly bonded therewith. 


Nore.—This clause 1s a valuable one as requiring all return walls to be 
properly attached to the walls with which they are connected so that the latter 
shall have the utmost advantage of the lateral support afforded by the return wall. 
As to “freturn walls,” see Note to clause No. 18. 


15. Every person who shall erect a new building shall con- 
struct every wall of such building so as to rest upon proper 
footings. 

H{e shall cause the projection at the widest part of the 
footings of every wall, on each side of such wall, to be at least 
equal to oxe-ha/f of the thickness of such wall at its base, unless 
an adjoining wall interferes, in which case the projection may be 
omitted where that wall adjoins. 

He shall also cause the diminution of the footings to be in 
regular offsets, or in one offset at the top of the footings, and he 
shall cause the height from the bottom of the footings to the 
base of the wall to be at least equal to /eco-“Arrds of the thickness 
of the wall at its base. 
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Noir --The requirements of this clause relate to: stability, the object being 
to secure a spreading. bottom fora wall to rest upon, “The first: paragraph pre- 
scribes that covery wall is to have proper footings. the second paragraph species 
the width of the tootines. and the third paragraph states how the footings are to 
be arranged, and what heiht they are to be im proportion to the thickness of the 
wall See Diagram No. IV. ‘There are but few soils in which properly con- 
structed footings to walls can safely be dispensed with——indced, wherever the 
walls would not rest upon solid rock at would) be mexpedient to omit them. 

In the second paragraph the projection of the footing 15 permitted to be 
dispensed with where an adjoming wall would prevent it from being formed, a 
circumstance which would render the provision of a projecting footing at that point 
far less necessary than if there were no adjoining wall. 
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16. Every person who shall erect a new building shall cause 
the footings of every wall of such building to rest on the solid 
ground, or upon a sufficient thickness of good concrete, or upon 
some solid and sufficient sub-structure, as a found? 


4tion. 

Nort.--In districts where the subsoil is clay, marl, sand, or other such 
material, it would be desirable to omit the words “on the solid ground, or” in the 
third line of the Clause; but, of course, where the solid ground 1s a hard rock, it 
would be unnecessary to requiie Concrete to be put under the walls. ‘The ‘solid 
and sufficient sub-structure’? has reference to the use of old walls, girders, columns, 
and the like. 


17. Every person who shall erect a new building shall cause 
every wall of such building to have a proper damp course of 
shect lead, asphalte, or slates Jaid in cement, or of other durable 
materia] impervious to moisture, bencath the level of the lowest 
timbers, and at a height of not less than s7v zvches above the 
surface of the ground adjoining such wall. 


Norr.—-There are important reasons why this clause should be strictly com- 
plied with (sce Diagram No. V.). Eaperiments have shown that ene rod of 
brickwork when immersed can, when the bricks are dry, absorb 40,000 oz. of 
water, and ina like measurement of buckwork 27,000 o/s. of water can evaporate 
from the mortar. It has been urged that, where a building has a basement 
storey, and an area cannot be formed outside to keep the ground away from the 
wall, the clause should require the outside of the wall to have a coating of 
impervious material. ‘To this, however, rt 1s held, there 1s legal objection, as 
such coating would form no part of the structure of the wall itself (as to which 
alone the clause must be restricted), and therefore it has been attempted to so 
frame a proviso (see below) to the clause as to require that when the walls of a 
lowest storey are below the level of the ground and the ground 15 actually in 
contact with them, there should be two damp courses in the positions shown in 
Diagram No. VI., and the wall between them should be built as a double wall 
with a cavity in the middle. As an additional precaution the cavity so formed 
might be required to be filled in with asphalte, otherwise it might, in some 
instances, become necessary to make provision for draining and ventilating the 
cavity. Diagram No. VIL. shows how the damp-course should be arranged 
where, as In the case of shops, for example. it ws destred to keep the floor at about 
the same level as the ground outside. 
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Provided always that where any part of a floor of the lowest 
storey of such building shall be intended to be below the level of 
the surface of the ground immediately adjomning the exterior 
of such storey, and so that the ground shall be in contact with 
the exterior of such wall, he shall cause such storey to be 
enclosed with double walls, having an interveniny cavity betwecn 
such walls, of a width of fwo aud half itches, and extending 
from the base of such walls to a height of szv suches above the 
surface of the ground immediately adjoining the exterior of such 
storey. 

He shall cause such walls to be properly tied together with 
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suitable and sufficient ties of iron, tarred and sanded, galvanized 
iron, vitrified stoneware, or other suitable material, inserted at 
distances apart not exceeding ¢hree feet horizontally and erghteen 
inches vertically. He shall also cause a proper damp course 
of sheet lead, asphalte, or slates laid in cement, or of other 
durable material impervious to moisture, to be inserted in every 
such double wall at the base of such wall and likewise at the 
level of the top of the cavity. 


ae. 18. For the purposes of the byclaws with respect to the 


ment. structure of walls of new buildings, the measurement of height 
of storeys and of height and length of walls shall be determined 
by the following rules :— 
Heights of sy oy : ee : 
soreys. (i.) The heights of storeys shall be measured as follows :— 
(a.) The height of a topmost storcy shall be measured from 
the level of the upper surface of the floor up to the level of the 
under side of the tie of the roof or other covering, or if there is 
no tie then up to the Jevel of half the vertical height of the 
rafters or other support of the roof. 
(6.) The height of every storey, other than a topmost storey, 
shall be measured from the level of the upper surface of the 
floor of the storey up to the level of the upper surface of the 
floor of the storey next above it. 
(i1.) The height of a wall shall be measured from the top of 
the footings to the highest part of the wall, or in the case of a 
gable, to half the height of the gable. 

oi (ii.) Walls shall be deemed to be divided into distinct 
lengths by return walls. The length of a wall shall be measured 
from the centre of one return wall to the centre of another, 
provided that the return walls are external walls, party walls, or 
cross walls, of the thickness prescribed by the byelaws, and are 
bonded into the walls so deemed to be divided. 

walle A wall shall not, for the purpose of this rule, be deemed a 

deemed Cross wall unless it is carried up to the top of the topmost storey, 

crosswalls. and’ unless in each storey the ageregate extent of the vertical 
faces or elevations of all the recesses and that of all the open- 
ings therein, taken together, shall not excced one-half of the 
whole extent of the vertical face or elevation of the wall in such 
storey. 


Height of 
walls. 


NotTr.—This clause is essential for the prevention of dispute as to how the 
height of a storey and of a wall, and how the length of a wall shall be measured in 
order to apply the clauses regulating the thickness for walls of new buildings. 

In sub-section (4.) it will be observed that the height of a storey, other than a 
topmost storey, is to be measured, not from floor to ceiling, but from the floor to 
the level of the floor above, thus including the thickness of a tloor. This mode 
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of measurement is rendered necessary in order that the clauses (Nos. 19 
and 2c) determining the requisite thicknsses for external walls and party walls in 
the several storeys of a building may be applied continuously throughout the entire 
height of the wall. 

In clauses Nb. 19 and 20 it will be seen that the thickness for the external walls 
and the party walls of any new building is regulated (1) according to their height, 
and (2) according to their length. Inasmuch as the stability of a wall depends 
not only on its height, but on the lateral support it may receive from other walls 
attached to it, at an angle (the degree of which, 1f desired, may he detined), and 
usually called * return” walls, it has been deemed expedient to prescribe that the 
length of a wali shall be measured from one return wall to another return wall. 
But such return walls must obviously be walls of a specified and definite character. 
Hence none but esternal walls, party walls, and cross walls of the prescribed 
construction and thickness can be regarded as suitable to afford the proper lateral 
support at the ends of any definite length of wall. “Phe presertbed construction 
and thicknesses for these three classes of walls will be found im clauses Nos. 14, 
12,19, 20,and 21. (Further explanation as to the reasons for regulating the 
construction of cross walls is given in the Note to clause No. 21.) 


Thickne 
19. Every person who shall erect a new domestic building yy Nance 


shall construct every external wall and every party wall of such domestic 
building in accordance with the following rules, and in every 
case the thickness prescribed shall be the minimum thickness of 
which any such wall may be constructed, and the several rules 
shall apply only to walls built of good bricks, not less than. 2éne 
tuches long, or of suitable stone, or other blocks of hard and in- 


combustible substance, the beds or courses being horizontal. 


(a.) Where the wall docs not cacced Cwenly fie feed Meum 
in height its thickness shall be as follows :~-- 25 fect. 

If the wall does not exceed (41) “dy fect in iength, and 
does not COM Prise more than two storeys, it shall be sexe 
tches thick for its whole height : 

If the wall exceeds thirty Jeeé in length, or consprises 
more than two storeys, it shall be thirteen and a half 
tuches thick below the topmost storey, and xive tuches 
thick for the rest of its height. 

(6.) Where the wall exceeds dwenly-five fect but docs aah 
not exceed /hir/y' fect in height it shall be éAirleen and a yw feet. 
half inches thick below the topmost storey, and nxixe 
enches thick for the rest of its height. 


(c.) Where the wall exceeds thin ty fect but does not Mewh 
exceed forly feet in height its thickness shall be as oie 
follows :— 

If the wall does not exceed ¢hirly-ft five feel i in length it 
shall be thirteen and a half inches thick below the top- 
most storey, and we rtuches thick for the rest of its 


height : / 
“If the wall exceeds thirly-five fec£ im yength it shall be 


Hlespht 
up to 
50 feet. 


Hieight 
up to 
60 feel. 


Height 
up to 
70 feet. 
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eighteen inches thick for the height of one storey, then 
thirteen and a half inches thick for the rest of its height 
below the topmost storey, and zzwe zuches thick for the 
rest of its height. 


(d.) Where the wall exceeds forty fect but does not 
exceed fifty feet in height its thickness shal! be as 
follows :— 

If the wall does not exceed ¢h7rty feet in length it shall 
be czghicen tuches thick for the height of one storey, then 
thirtecn and a half tuches thick for the rest of its height 
below the topmost storey, and xzze zuchcs thick for the 
rest of its height: 

If the wall excceds ¢h7rty feet but does not exceed 
forty-five feet in length it shall be evghfeen enches thick 
for the height of two storeys, then ¢/zrtcen and a half 
enches thick for the rest of its height : 

If the wall] exceeds for/y-fir'e fect in length it shall be 
fwenty-lwo tuches thick for the hcight of one storey, then 
eighteen inches thick for the height of the next storey, and 
then ¢hirteen and a half tnchesthick for the rest of its height. 

(¢c.) Where the wall exceeds fi//y fect but does not 
exceed savty feet in height its thickness shall be as 
follows :-— 

If the wall does not exceed for/y-fire fee/ in length it 
shall be esehteen inches thick for the height of two storeys 
and ¢hirtecn and a half inches thick for the rest of its height: 

If the wail exceeds forly-fie feet in length it shall be 
twenty-two inches thick for the height of one storey, then 
cightecn tuches thick for the height of the next two storeys, 
and then ¢hirteen and a half inches thick for the rest of 
its height. 

(7.) Where the wall exceeds sevty fcee¢ but does not 
exceed seventy feet in height its thickness shall be as 
follows :— 

If the wall does not exceed for/y-fr'e feed in length it 
shall be fwenty-two rnches thick for the height of one 
storey, then czghtlecu inches thick for the height of the 
next two storeys, and then ¢hirtcen and a half inches 
thick for the rest of its height : 

If the wall exceeds forty-five feet in length it shall be 
increased in thickness in each of the storeys below the 
uppermost two storeys by four and a half rnches (subject 
to the provision herein-after contained respecting distribu- 
tion in piers). 
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(c.) Where the wall exceeds seventy feet but does not 
exceed ezghty feet in height its thickness shall be as 
follows:— ° 

If the wafl does not exceed forty-five feet in length it 
shall be ¢wenty-tewo mches thick for the height of one 
storey, then ezghfeen enches thick for the height of the 
next three storeys, and ¢hertcen anda half inches thick 
for the rest of its height : 

If the wall exceeds forty-five feet in length it shall be 
increased in thickness in each of the storeys below the 
uppermost two storeys by four and a half tuches (subject 
to the provision herein-after contained respecting distri- 
bution in piers). 

(4.) Where the wall exceeds ezeh/y fee? but does not 
exceed ninety feet in height its thickness shall be as 
follows :— 

If the wall does not exceed forty-five feet in length it 
shall be ¢ecenty-sav cuches thick for the height of one 
storey, then /wenly-tao tmches thick for the height of the 
next storey, then ezghtcen iches thick for the height of 
the next three storeys, and then /hirtccn and a half inches 
thick for the rest of its height : 

If the wall exceeds forty-five fecé in Jength it shall be 
increased in thickness in each of the storeys below the 
uppermost two stories by four and a half iuuches (subject 
to the provision herein-after contained respecting distri- 
bution in piers). 

(7.) Where the wall exceeds xzne/y feet but does not 
excced one hundred feet in height its thickness shall be as 
follows :—- 

If the wall does not exceed forly-five fect in length it 
shall be ¢wenty-sex inches thick for the height of one 
storey, then ¢wenty-fwo tuches thick for the height of the 
next two storeys, then evghtecn rnches thick for the height 
of the next three storeys, and then /heréecn and a hal} 
tnches thick for the rest of its height : 

If the wall exceeds forty-five feet in length it shall be 
increased in thickness in each of the storeys below the 
uppermost two storeys, by four aud a half inches (subject 
to the provision herein-after contained respecting distri- 
bution in piers). 

(7.) If any storey exceeds in height szxfeen times the 
thickness prescribed for its walls, the thickness of each 
external wall and of each party wall throughout that 
storey shal] be increased to ome-sixteenth part of the 


Height 
up to 


So feet. 


Height 
up to 
go feet. 


Heaght 
up toy 
100 (ect. 
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height of the storey, and the thickness of each external 
wall and of cach party wall below that storey shall be 
proportionatcly increased (subject to the provision herein- 
after contained respecting distribution in piers). 

(4.) Every external wall and every party wall of any 
storey which exceeds fex feet in height shall be not 
less than ¢hirtecn and a half inches in thickness. 

(2.) Where by any of the foregoing rules relating to 
the thickness of external walls and party walls of domestic 
buildings an increase of thickness is required in the 
case of a wall exceeding sixty fee¢ in height and forty-five 
feet in Jength, or in the case of a storey exceeding in 
height szZv/ecw times the thickness prescribed for its walls, 
or in the case of a wall below that storey, the increased 
thickness may be confined to picrs properly distributed, 
of which the collective widths amount to oze-fourth part 
of the Jeneth of the wall. “The width of the piers may, 
nevertheless, be reduced if the projection is propor- 
tionately increased, the horizontal sectional urea not 
being diminished; but the projection of any such pier 
shall in no case exceed ovne-(hird of its width. 


— Norrt.—The thicknesses prescribed in this clause are applicable to the 
external walls and the party walls of domestic buildings, and would accordingly 
apply to ordinary dwelling-houses. They are the least thicknesses that, in the 
several instances, can properly be regarded as sufficient to secure a due amount 
of stability and, at the same time, to preserve the interior of the house from 
effects of the weather, though, in order to secure this with any degree of certainty, 
some increase on the smallest prescribed thickness would, in most localities be 
necessary. In order to curtaP the length of this clause, it is sometimes proposed 
to omit that part of it which relates to buildings above a certain height, on the 
supposition that houses of the great heights there mentioned are not hkely to be 
erected in the district. ‘his, however, 1s not altogether wise, mmasmuch as should 
any building of a hemght greater than such as may be mentioned in the byelaws 
be proposed to be erected in the district, the Sanitary Authority would be wholly 
unable to exercise any control over the thickness of the walls of such building. 
In the event, however, of the prescribed thicknesses for walls of greater heights 
being omitted, it is necessary to point out that sub-sections (7.) (4.), and (2.) 
should still be retained, though a shght modification may be requisite in (/7.) if the 
sub-sections relating to walls exceeding s/v/y feet in height are omitted. 

It will be seen that, by the first paragraph, the clause relates exclusively to 
external walls and party walls constructed of bricks of the usual size, or of suitable 
stone or other blocks of suitable maternal, the beds being horizontal. A subse- 
quent clause (No. 22) deals with walls in which the courses are not horizontal, or 
which are formed of materials other than bricks. 

In sub-section (4), edeven is sometimes substituted for “ fev.” 

Sub-section (/.) has reference to the parenthetical sentence in the latter part 


of sub-sections (7), (g.), (4.), (2), and (7.) Diagrams Nos. VIIJ. and LX. will 
serve to illustrate the requirements of this clause. 
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20. Every person who shall erect a new public building or a Thickness 
new building of the warehouse class shall construct every external (” "i 
wall and every party wall of such building in accordance with buildings 
the following rules; and in every case the thickness prescribed Inukdings 
shall be the minimum thickness of which any such wall may be °f the 
constructed, and the several rules shall apply only to walls built ae ee 
of good bricks, not less than wwe crches long, or of suitable 
stone or other blocks of hard and incombustible substance, the 
beds or courses being horizontal. 

(a.) Where the wall does not exceed tiventy-five feed in Verh 
height (whatever is its length) it shall be ¢Azr/een and a seit 
half inches thick at its base. 


(6.) Where the wall exceeds fwenty-frre feet but does Height 
not exceed ¢herty fect in height it shall be at its base of ea 
the thickness following : 

If the wall does not exceed forty-five feed in length it 
shall be ¢hirteen and a half inches thick at its base : 

If the wall exceeds for(y-five feet in length it shall be 
crehtecn aches thick at its base. 

(c.) Where the wall exceeds fArrty feet but does not last 
exceed forty fee/ in height it shall be at its base of the het 
thickness following :- - 

If the wall does not exceed fherty-five feet in length 
it shall be ¢A77leen and a half inches thick at its base : 

If the wall exceeds thirty-five feel hut does not excecad 
forty-five feel in length it shall be ezeAfeen inches thick at 
its base : 

If the wall exceeds forty-five feet in length it shall be 
fwenty-two tnehes thick at its base. 

(7.) Where the wall exceeds forty feet but does not Hert 
exceed f/fy feed in height it shall be at tts base of the ee 
thickness following :—- 

If the wall does not exceed ¢hirty feet in length it 
Shall be czghécen tuches thick at its base : 

If the wall exceeds /Azrly feet but does not exceed 
forty-five feet in length it shall be éwenty-fwo mches thick 
at its base: 

If the wall exceeds forty-five fect in length it shall be 
twenty-six tuches thick at its base. 

(c.) Where the wall excceds fifty" feet but does not Height 
exceed sixty feet in height it shall be at its base of the Gatieet 
thickness following :— 

If the wall does not exceed forty-five feet in length it 
shall be Zwenty-tao tuches thick at its base: 


Height 
up to 
70 feet. 


Height 
up to 
So feet. 


Height 
up to 
90 fect. 


Height 
up to 
100 feet. 
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If the wall exceeds forty-five feet in length it shall be 


twenty-six inches thick at its base. 

(7.) Where the wall exceeds szaty feet hut does not 
exceed seventy fect in height it shall be at its base of 
the thickness following :— 

If the wall does not exceed forty-five fect in length it 
shall be éaety-¢wo mchcs thick at its base: 

If the wall exceeds forty-five fect in length it shall be 
increased in thickness from the base up to within szxteex 
feet from the top of the wall by four and a half tnches 
(subject to the provision herein-after contained respecting 
distribution in piers). 

(¢.) Where the wall exceeds seventy feet but does not 
exceed eiehty feet in height it shall be at its base of the 
thickness following :— 7 

If the wall does not exceed forty-five feet in length it 
shall be /eeenty-lao @uches thick at its base : 

If the wall exceeds forty-five fect in length it shall be 
increased in thickness from the base up to within szvécex 
feet from the top of the wall by /ows and a half tuches 
(subject to the provision hercin-after contained respecting 
distribution in piers). 

(4.) Where the wall exceeds ezehty fect but does not 
exceed senety feet in height it shall be at its base of the 
thickness following :— 

If the wall docs not exceed forty-firre feet in length it 
shall be /eenty-sev guches thick at its base : 

If the wall exceeds forty-five _fce¢é in length it shall be 
increased in thickness from the base up to within szv/cex 
fect from the top of the wall by four and a half inches 
(subject to the provision hercin-after contained respecting 
distribution in piers). 

(7.) Where the wall exceeds zexely fect but does not 
exceed ove hundred feet in height it shall be at its base of 
the thickness following :— 

If the wall does not exceed forty-five fect in length it 
shall be fewesty-s¢v znches thick at its base : 

If the wall exceeds forty-fiere feet in length it shall be 
increased in thickness from the base up to within szvtcex 
Jeet {from the top of the wall by four and a half inches 
(subject to the provision herein-after contained respecting 
distribution in piers). 

(7.) The thickness of the wall at the top, and for 
sivteen feet below the top, shall be ¢hzrteen and a half 
tuches, and the intermediate parts of the wall between the 
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base and szrvtecex feet below the top shall be built solid 
throughout the space between straight lines drawn on 
each side ofethe wall and joining the thickness at the base 
to the thickntss at saréecn fect below the top. Never- 
theless, in walls not exceeding thirty’ Sect in height the 
walls of the topmost storey may be nine tuches thick, 
provided the height of that storey docs not exceed fen 
feet. 

(4.) If any storey exceeds in height fowrfecn times 
the thickness prescribed for its walls the thickness of each 
external wall and of each party wall throughout that 
storey shall be increased to oexc-fourtcenth part of the 
height of the storey, and the thickness of each external 
wall and of each party wall below that storey shall be 
proportionately increased (subject to the provision herein- 
after contained respecting distribution in piers). 

(7.) Eevery external wall and every party wall of any 
storey which exceeds few feet in height shall be not 
less than /Airleen and a half tches iN thigkncss: 

(w.) Where by any of the foregoing rules relating to 
the thickness of caternal walls and party walls of public 
buildings or buildings of the warchouse class an increase 
of thickness is required in the case of a wall exceeding 
serty feet in height and forfifive feet in length, or in the 
case of a storey exrce ‘ceding in height fourteen times the 
thickness preseribed for its walls, or in the case of a wall 
below that storey, the increased thickness may be confined 
to piers properly distributed, of which the collective 
widths amount to oexe-fourth part of the length of the 
wall. The width of the piers may, nevertheless, be 
reduced if the projection is proportionately increased, the 
horizontal sectional area not being diminished; but the 
projection of any such pier shall in no case exceed one- 
third of its width. 

Nore —This clause regulates the thickness of the caternal walls and the party 
walls of buildings of the warchouse class and of public buildings, forall of which 
a greater thickness 15 ne essary than is specified inthe case of dwelling-houses. 

It will be observed that the sub-sections (@.) to (2) inclusive, prescribe the 
requisite thickness at the base of the wall according to its height and length, and 
that sub-section (7.) prescribes the permissible diminution of the thickness above 
the base of the wall; hence, even if some of the sub-sections relating to the 
greater heights are omitted, for the sake of brevity, a course that is not very 
expedient, sub-section (7.) would still be necessary to make the rest of the clause 
applicable. Sub-sections (4), (7), and Qa.) should also be retained, and are 
subject to similar remarks tu those nade on the corresponding sub-sections in the 


preceding clause. T)aurams Nos. X. and XI. will serve to illustrate the 
requirements of this clause. 
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21. Every person who shall erect a new building shall con- 
struct, in accordance with the following rules, every cross wall 
which, in pursuance of the byelaw in that behalf, may, as a return 
wall, be deemed a means of determining the tength of any 
external wall or party wall of such building; and in every case 
the thickness prescribed shall be the minimum thickness of which 
any such wall may be constructed; and the several rules shall 
apply only to walls built of good bricks, not less than 171€ 
enches long, or of suitable stone or other blocks of hard and 
incombustible substance, the beds or courses being horizontal :— 

The thickness of every such cross wall shall be at least ¢wo- 
thirds of the thickness prescribed by the byelaw in that behalf 
for an external wall or party wall of the same height and length 
and belonging to the same class of building as that to which such 
cross wal] belongs, but shall in no case be less than zzxe 
mnCNCS -— 

But if such cross wall supports a superincumbent external 
wall the whole of such cross wall shall be of the thickness pre- 
scribed by the byclaw in that behalf for an external wall or a 
party wall of the same height and length and belonging to the 
same class of building as that to which such cross wall belongs. 


Noih.— This clause is a very necessary one in the interests of builders. — It 
is to be observed that it does not) preseribe a thickness for all the internal 
divisions separating one room from another in the same house = Such divisions 
are wholly unregulated, and may be so constructed as to be, in fact, no “ walls ” 
at all, but merely partitions of tumber framing covered with lath and-plaster, or 
boarding, and so forth, This clause deals only with those cross walls ina new 
building which, as deseribed in clause No. 18 (i), are used in determining the 
length of any external wall or any party wall, and upon which the stability of such 
eaternal and party wallan part depends Tf reference to such cross walls as are 
here desertbed be ouiutted trom the byelaws, the length of external walls and 
party walls would have to be measured trom other return external or party walls, 
thereby sometimes passing by across wall, and thus necessitating a greater 
thickness mn the eternal or purty wall than would be requisite if its length were 
measured the shorter distance to the centre of the cross wall 


22. very person who shall erect a new building and shall 
construct any external wall, party wall, or cross wall of such 
building of any material other than good bricks not less than 
nine tnehes long, or suitable stone, or other blocks of hard and 
incombustible substanee, the beds or courses being horizontal, 
shall comply with the following rules with respect to the thick- 
ness of such wall : — 

(a.) Where a wall is built of stone, or of clunches of bricks, 
or other burnt or vitrified material, the beds or courses not 
being horizontal, its thickness shall be eve-¢/7rd greater than that 
prescribed by the byelaw in that behalf for a wall built of bricks, 
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but in other respects of the same description, height, and length, 
and belonging to the same class of building : 

(4.) A wall built of other suitable material, shall be deemed 
to be of sufficient thickness if constructed of the thickness pre- 
scribed by the byelaw in that behalf for a wall built of bricks, 
but in other respects of the same description, height, and length, 
and belonging to the same class of building. 


Notr.—It will be observed that the preceding three clauses (Nos. 19, 20, 
and 21) relate only to walls constructed of brickwork or masonry. This is done, 
not only because it is the most usual form of construction, but because it affords 
the most convenient means of determining the requisite thickness. Since other 
materials, however, such as masonry In combination with brickwork, or rubble 
work with random courses, &c., are frequently used, this clause deals with 
the thickness of walls so constructed according to the materials used. In 
some districts, where boulder or flintwork, or half-timber work, &e., is in 
common use, special modifications of the clause have to be introduced. Some 
of su@éh modifications are suggested in clause No. 224, of which printed copies 
can he obtained on application to the Local Government Board. 


224. Every person who shall erect a new building and shall 
construct any external wall, party wall, or cross wall of such 
building of any material other than good bricks not less than 
cxpht and a half inches long, or suitable stone or other blocks of 
hard and incombustible substance, the beds or courses being 
horizontal, shall comply with the following rules with respect to 
the thickness of such wall :— 

(a.) Where a wall is built of stone or clunches of bricks, or 
other burnt or vitrified material, the beds or courses not being 
horizontal, or of flintwork, the thickness of such wall shall be 
one-third greater than that preseribed by the byelaw in that 
behalf for a wall built of bricks but in other respects of the 
same description, height, and Jength, and belonging to the same 
class of building. 

(6.) A wall built of other suitable material, or of a combina- 
tion of brickwork and flintwork in which the proportion of 
brickwork is equal to at least oxe-f{fth of the entire content of 
the wall and is properly distributed in piers and horizontal courses, 
or of half-timber work, shall be deemed to be of sufficient thick- 
ness if constructed of the thickness prescribed by the byelaw in 
that behalf for a wall built of bricks, but in other respects of the 
same description, height, and length, and belonging to the same 
class of building. 

23. Every person who shall crect a new building and shall Openings 
leave in any storey or storeys of such building an extent of yan 
opening in any external wall which shall be greater than one-half 
of the whole extent of the vertical face or clevation of the wall or 
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walls of the storey or storeys in which the opening is left shall 


construct :— . 
(2.) Sufficient piers of brickwork or other sufficjent supports 


of incombustible material so disposed as to carty the super- 


structure ; and . 
(6.) A sufficient pier or piers or other sufficient supports of 


that description at the corner or angle of any street on which the 


building abuts ; or _ 
(c.) Such a pier or other support in each wall within ¢hyree 


feet of the corner or angle of the street. 


Nore.—This clause 1s intended to regulate the formation of openings in 
externa iwalls of new buildings, such as for bay-windows, shop-windows, and the 
like, in order to ensure a due amount of support for the superincumbent wall. It 
will be observed that it apphes only to openings of more than ordinary breadth, 
and that subsection (a.) relates to such openings as are within the length of a 
single v all, while subsections (4) and (¢.) relate to openings extending ufi to the 
angle formed by two return walls -at the corner of a street, for example,—and 
presenbe two alternative methods of supporting the superstructure, as shown in 
Diagram No, X11. 
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PIAGRAM No. NIT. 


24. Isvery person who shall erect a new building of the 
warehouse class shall cause every loophole frame of wood, that 
is to say, every framework of wood surrounding any door or 
window opening in any storey of such building for the reception 
or delivery of goods, to be fixed at a distance of not less than 
one inch and a half trom the face of any external wall. 

Subject to the foregeing provision, every person who shall 
erect a new buildiny shall cause all woodwork in any external wall 
of such building (except any bressummer, or any storey post 
under a bressummer, and any frame of a door or window 
of a shop) to be set back in reveals four uches at least from 
he outer face of such wall. 


10] 


Note.-—The object of this clause is to require window frames, &c , to be set 
back trom the outer face of any external wall of a new building tn order that, in 
the event of fire, the burning of the woodwork referred to shall be less dangerous 
to adjacent property and less hable to interfere, by falling out or otherwise, with 
persons outside the building. For convenience of business, woodwork about any 
shop-front is exempted from the operation of the Clause, and in the case of build- 
ings of the warehouse class, doots for the ingress or egress of merchandise are 
allowed to be nearly flush with the outer face of the wall. 

Of course, 1f the byelaws permit of the construction of half-timber buildings 
(see Note to clause No. 11), it will be necessary to exempt from the operation of 
this clause any tamber-frantuns, which, in pursuance of the provisions of the byelawe 
in that behalf, may form part of any external wall of such building; and, in that 
case, those words are usually inserted after the word ‘shop ” in the parenthesis in 
the second paragraph of the clause. 


25. Every person who shall erect a new building shall cause 
such gpart of any external wall of such building as is within a 
distance of ffleen fect from any other building to be carried up 
so as to form a parapet eve foot at least above the highest part 
of any roof or gutter which adjoins such part of such external 
wall, and he shall cause the thickness of the parapet so carried 
up to be at least wine ruches throughout. 


Nothi.— This clause relates to the prevention of the spread of fire from one 
burning building to another adjacent detached building. “Thus when, for example, 
a row of detached o1 semi-detached villa residences is built, and the distance in 
the intervals between them ts less than f/feen fees, the Clause would prohebit the 
eaves of the roofs from projecting beyond the adjacent sides of the houses, as 
shown in Diagram No. NETL. and would require the adjacent external side walls 
to be carned up so as to form parapet walls as indicated in Diagram No, XIV 
In many districts, however, it has been deemed advisable to modity the clause so 
as to apply only to buildings of somewhat large size, and to exempt small dwelling- 
houses as to which, in the event of a fire occurring, it could) not be of a very 
dangerous extent. “Uhe linut of size for the purposes of this exemption is usually 
one of height. With a view of giving effect to this, the following modification of 
this clause 15 sometimes adopted. See clause No. 254, printed copies of which 
are supphed on application to the Local Government Board. 
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DIAGRAM No, XIV. 


25a. Every person who shall erect a new public building, a 
new building of the warehouse class, or a new domestic building 
which may be intended to be used wholly or partly as a shop or 
as a place of habitual employment for any person in any manu- 
facture, trade or busincss, or which may be intended to be used 
exclusively as a dwelling-house and may exceed ¢h7rty feet in 
height, shall cause such part of any external wall of such building 
as is within a distance of fifteen feet from any other building to 
be carried up so as to form a parapet oe foot at least above the 
highest part of any roof or gutter which adjoins such part of such 
external wall, and he shall causc the thickness of the parapet so 
carried up to be at Icast ame tuches throughout. 


26. Every person who shall erect a new building shall cause 
every party wall of such building to be carried up wzxe znches 
at the least in thickness :— 

(i.) Above the roof, flat, or gutter of the highest building ad- 
joining thereto to such height as will give, in the case of a 
building of the warehouse class, or of a public building, a distance 
of at least three feet, and in the case of any other building a 
distance of at least fi/feen zuches measured at right angles to the 
slope of the roof, or above the highest part of any flat or gutter, 
as the case may be: 

(11.) Above any turret, dormer, lantern light, or other erection 
of combustible materials fixed on the roof or flat of any building 
within four feet from the party wall, and so as to extend at least 
twelve tnches higher and wider on each side than such erection : 

(ii.) To a height of ¢welve zuches at the least above such part 
of any roof as 1s opposite to and within four feet from the party 
wall. 

In every case where the eaves of the roof project beyond the 
face of the building, he shall cause every party wall of such 
building to be properly corbelled out, in brickwork, or stonework 
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to the full extent of such projection, and to be carried up above 
the projecting eaves, zzxe zuches at the least in thickness, to such 
height as will give, in the case of a building of the warehouse 
class, or of aepublic building, a distance of at least ¢hree feet, 
and in the case of any other building a distance of at least 
fifteen inches measured at right angles to the slope of the roof. 


ww | amet, 
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No1e.—This is a most important regulation, and one that has long been in 
operation in many towns. Its object is to prevent the spread of fire from one 
burning building to an adjacent attached building separated from the first by a 
party wall. It requires such party wall to be continued up through and above the 
roof, so as to form a parapet of a specific height according to the class of build- 
ing, the parapet being also corbelled out through the projecting caves, as shown 
in” Diagn ram No XV. In the absence of such parapet, ua building 1s on fire, the 
flames are blown over the roof of the adjoining house and split the slates, there- 
by exposing the roof timbers, which at once become ignited, thus increasing the 
work of destruction, Of course, in the case of a fire occuning ina very smail 
building containing no special store of combustibies, the danger to the adjoining 
house would be much Jess than in the case ofa Jarge house or warchouse filled 
with combustible goods. Hence it is not unusual in semiurban districts to so 
modify this clause as to exempt from its operation dwelling-houses of less than ¢herty 
Jeet in height, but in that case, it becomes necessary to require cvery party wall 
to be properly carried up to the underside of the slates or other covering of the 
roof. 

To meet these circumstances the following modified clause sometimes takes 
the place of the above one. See clause No. 26a, printed copies of which are 
supplied on application to the Local Government Board. 

If section rog of the 10 and 11 Vict.,c. 34, 18 in force by reason of its 
incorporation with a Local Act, neither No. 26 or No. 26A can be adopted. 


25a. Every person who shall erect a new public building, a Parapets 
new building of the warehouse class, or a new domestic building walle 


which may be intended to be used whoily or partly as a shop or eerain 
cw 

as a place of habitual employment for any person in any manu- juildings. 

facture, trade, or business, or which may be intended to be used 


exclusively as a dwelling-house and may excced ¢herty feet in 
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height, shall cause every party wall of such building to be carried 
up ine inches at the least in thickness:— —_- _ 

(i.) Above the roof, flat or gutter of the highest building ad- 
joining thereto to such height as will give, in the case of a public 
building, or of a building of the warehouse class, a distance of at 
least three feet, and, in the case of any such domestic building as 
is herein-before described, a distance of at least fifteen inches 
measured at right angles to the slope of the roof, or above the 
highest part of any flat or gutter, as the case may be: . 

(ii.) Above any turret, dormer, lantern light, or other erection 
of combustible materials fixed on the roof or flat of any building 
within four feet from the party wall, and so as to extend at least 
twelve inches higher and wider on each side than such erection : 

(iii.) To a height of /welve inches at the Jeast above such part 
of any roof as is opposite to and within four feet from the party 
wall. 

In every case where the eaves of the roof project beyond the 
face of the building, he shall cause every party wall of such 
building to be properly corbelled out, in brickwork, or stonework 
to the full extent of such projection, and to be carried up above 
the projecting caves vine tuches at the least in thickness, to such 
height as will give, in the case of a public building or of a 
building of the warehouse class, a distance of at least ‘three feel, 
and, in the case of any such domestic building as is herein- 
before described, a distance of at least fifteen inches measured 
at right angles to the slope of the roof. 

Every person who shall erect a new domestic building which 
may be intended to be used exclusively as a dwelling-house and 
may not exceed (4777) feet in height, or which may be intended 
to be used as an office building or other out-building appurtenant 
to a dwelling house, whether attached thereto or not, shall cause 
every party wall of such building to be carried up at least as high 
as the under-side of the slates or other covering of the roof 
of such building. 

He shall also cause the slates or other covering of the roof to 
be properly and solidly bedded in mortar or cement on the top 
of the wall, and shall cause the roof to be so constructed that 
no lath, timber, or woodwork of any description shall extend 
upon or across any part of such wall. 

For the purposes of this byelaw, the height of a building 
shall be measured upwards from the top of the footings of the 
walls thereof to the level of half the vertical height of the roof, 
or to the top of the parapet, whichever may be the higher. 


Notre.—If in any casc, neither the onmginal model clause No. 26 nor the 
modified clause No. 26a, is adopted, and section rog of the ro and rr Vict., c. 
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34, is not in force, the following clause must be included so as to secure that all 
party walls are carried up to the underside of roofs. 


@ 

268. Every person who shall erect a new domestic building 
shall cause every party wall of such building to be carried up at 
least as high as the under side of the slates or other covering of 
the roof of such building. 

He shall also cause the slates or other covering of the roof 
to be properly and solidly bedded in mortar or cement on the 
top of the wall, and shall cause the roof to be so constructed 
that no lath, timber, or woodwork of any description shall extend 
upon or across any part of such wail. 


27. Every person who shall erect a new building shall cause Paapetsto 


everye wall of such building, when carried up above any roof, fat, 
or gutter, so as to form a parapet, to be properly coped or other- 
wise protected, in order to prevent water from running down the 
sides of such parapet, or soaking into any wall. 

Notk.—-It will be observed that this clause, which as for the prevention. of 
damp in the walls of houses, ands, therefore, a byelaw for purposes of health, 
apples to all parapet walls whether formed voluntarily or in comphance with som 


of the building regulations . hence there is advantage im retaminge the chinee, 
whether parapet wally are required under the byclaws or not 


28. .\ person who shall erect a new building shall not con 
struct any party wal] of such building so that any opening shall 
be made or left in such wall. 


Note --Phis clause is intended to prevent persons from unproperly forming 
openings in party walls of new buildings by which there would be dango of the 
spread of fire. It also serves to prevent windows from) beimg formed ina 
party wall of a high building so as to overlook an adjoming building of Jess 
height, a condition which might tend to increase the risk of spread of fire. 


29. A person who shall erect a new building shall not make 
any recess in any external wall or party wall of such building :— 

(a.) Unless the back of such recess be at the Icast azne 
zuches thick ; 

(6.) Unless a sufficient arch be turned in every storey over 
every such recess ; 

(c.) Unless in each storey the aggregate extent of recesses 
having backs of less thickness than the thickness prescribed by 
any byelaw in that behalf for the wall in which such recesses are 
made do not exceed one-half of the extent of the vertical 
superficies of such wall ; 

(¢.) Unless the side of any such recess nearest to the inner 
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face of any return external wall is distant at the least ¢hzrteen 
and a half inches therefrom. 


Note.—The object of this clause is mainly to secure stabikty in external 
and party walls, and to prevent the regulations as to their thickhess from being 
negatived by the omission of part of the substance of the wall in an improper 
manner, 


oa 30. A person who shall erect a new building shall not make 
in any wall of such building any chase which shall be wider than 
fourteen inches or more than four and a half inches deep from 
the face of such wall, or shall leave less than xzve tnuches in 
thickness at the back or opposite side thereof, or which shall be 
within ¢Ai7rteen and a half inches from any other chase, or within 
seven feel from any other chase on the same side of such wall, 
or within ¢Azrteen and a half inches from any return wall. 


Norr.—This ts a useful clause for preventing the impairment of the stability 
of a wall by the formation of a chase (/.¢., a vertical recess in which pipes are 
often fixed, and extending through a considerabie part of the height of a wall) in 
an improper manner or position in any wall. 


Timber 31. A person who shall erect a new building shall not place 
1 art . hg ° ° ° : 
was, = iN any party wall of such building any bond timber, or any plate, 


block, brick, or plug of wood. 


Noty..— The primary use of a party wall is to prevent the spread of _ fire} 
from house to house ; hence whatever wood is introduced inte such wall tends 
to impair its chief usefulness. tas, therefore, most important to prohibit the 
Insertion of all unnecessary timber and woodwork m= such walls and especially 

/ the introduction of bond-timber and wood plates. Hoop-1ron is an execient 

+ substitute for bond-timber, and can be used where requisite ina party wall, either 

» for bonding purposes or instead of a wood plate. A double tier of hoop-iron 
affords an excellent hold for the nails used in’ fixing wood grounds for skirtings 
and other woodwork. Concrete blocks are also made as substitutes for wood 
bricks. 


Ends of 32. A person who shall erect a new building shall not place 


ae the end of any bressummer, beam, or joist in any party wall of 


walls, = Such building, unless the end of such bressummer, beam, or joist 
be at least four and a half inches distant from the centre line of 
such party wall. 


Notr.——This regulation is important for the prevention of the spread of fire 
from one house to another. It recognizes, as a minimum requisite thickness, 
nine inches of brickwork between the ends of joists, &c., inserted in the opposite 
sides of a party wall, and requires this mmimum thickness to be equally divided 
on both sides of the centre line of such wall. Hence joists. beams, &c., cannot 
properly be inserted in a nine-inch wall. In such a case, the joists should be 
| Jaid parallel with the party wall, their ends resting on the external front and rear 
\ walls, or on some internal wall of the building ; and such trimming joists and 
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other timbers as must be laid at a right angle to the party wall should be sup- 
ported on a proper corbel, or on a wood plate resting on two or three courses of 
bricks properly corbelled out, or on suitable iron brackets built into the wall in 
the manner indieated in Diagram No. XVI. The regulation is an es-ential one, 
and, in effect, is extensive operation in various districts, including the metro- 
polis, where, under the 18 & 19 Vict., c. 122, sec. 15 (1) and (2), it has been in 
use for upwards of 35 years. 
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DIAGRAM No. X11. 
33. Every person who shall erect a new building shall cause Pprite 
every girder to be borne by a sufficient template of stone, iron, of girders. 
terra-cotta, or vitrified stoneware of the full breadth of the 


girder. 


NoTE.—This 1s a necessary regulation as tending to secure stability by 
ensuring an even bearing for the ends of girders ; but, in practice, it 1s usual to 
make the template somewhat wider than the breadth of the girder, and, in this 
respect, the requirement of the clause would seem capable of improvement. 


34. Every person who shall erect a new building shall cause Bearing 
every bressummer to have a bearing in the direction of its ae 
length of four inches at least at cach end, on a sufficient pier of bressum- 
brick or stone, or on a storey post of timber or iron fixed on a™™ 
solid foundation, in addition to its bearing on any party wall ; 


and 
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He shall also, if necessary, cause such bressummer to have 
such other storey posts, iron columns, stanchions, or piers of 
brick or stone on a solid foundation under the samg as may be 
sufficient to carry the superstructure. : 


Notr.—This clause is intended to secure stability by ensuring direct 
support for the ends of bressummers irrespective of the walls into which they may 
be inserted. ‘The second paragraph gives power to require extra support to be 
provided elsewhere than at the ends, whenever such extra support may be 
necessary. 


35. Every person who shall crect a new building shall cause 
the open space inside any partition wall of such building, or 
between the joists in any wall of such building, to be stopped 
with brickwork, concrete, pugging, or other incombustible 


material, at every floor and ceiling. 
= e 


Noth —This clause is intended to arrest the rapid spread of fire from one 
part of a burning building to another, by preventing currents of air from passing 
along the space between the joists and studding of floors and partitions. 


36. Itvery person who shall erect a new building shall, 
except in such case as is herein-after provided, cause every 
chimney of such building to be built on solid foundations and 
with footings similar to the footings of the wall against which 
such chimney is built, and to be properly bonded into such 
wall : 

Provided, nevertheless, that such person may cause any 
chimney of such building to be built on sufficient corbels of 
brick, stone, or other hard and incombustible materials, if the 
work so corbelled out docs not project from the wall more than 
the thickness of the wall measured immediately below the corbel. 


Noti— The object of this clause 15 to ensure the stability of chimney- 
breasts by requinng proper foundations for them. The proviso, however, will 
allow the lower part of a chimney-breast to be dispensed with in certain cases 
where desired -such as in a shop, for example--if the chimney breast above be 
properly supported, and if the protection be not too great in proportion to the 
thickness of the wall from which it is projected. It is sometimes remarked that 
the byelaws as to chimneys contain no regulations as to the size of chimney- 
flues. ‘This subject, however, is already dealt with in the old Chimney Sweeper’s 
Act, 3 & 4 Vict, c. 85, s. 6,* and cannot, therefore, form the subject of a 
byclaw. 


37. [every person who shall erect a new building shall cause 
the inside of every Hue of such building to be properly rendered 
or pargeted as such fluc ts carried up, unless the whole flue shall 
be lined with fireproof piping of stoneware at least one zuch 


Leemmtnariioetabeeesleatentiioetiaten sense) —— 





* This section 1 printed ea exfenso in Appendia No, IL, p. 213. 
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thick, and unless the spandril angles shall be filled in solid with 
brickwork or other incombustible material. 

Such person shall also cause the back or outside of such flue, Outside of 
which shall net be constructed so as to form part of the outer (en% 
face of an external wall, to be properly rendered in every case parts to be 
where the brickwork of which such back or outside may be aa 


constructed is less than zzne zxches thick. 


Note.—This clause requires the inside of a flue to be covered with pargeting, 
or to be lined with piping, so as to preclude the possibility of soot accumulating in 
the joints of the brickwork, or of fire penetrating them. It also requires the outer 
side of the brickwork of a flue, when only half a brick thick, and when such flue 
is in a party wall or a cross wall, to be rendered or covered with a coating of 
plaster so as to close up all interstices. 


38. Every person who shall crect a new building shall cause 
every flue in such building which may be intended for use intian. 
connexion with any furnace, cockle, steam boiler, or close-fire, ye" 
constructed for any purpose of trade, business, or manufacture, 
or which may be intended for use in connexion with any cooking 
range or cooking apparatus of such building when occupied as a 
hotel, tavern, or eating-house, to be surrounded with brickwork 
at least x7ve aches thick for a distance of few fec/ at the east in 
height from the floor on which such furnace, cockle, steam 
boiler, close-fire, cooking ranec, or cooking apparatus may be 
constructed or placed. 


Norn. —This clause again relates to the prevention of fire. It requites in the 
case of certain fireplaces where the heat as hkely to be more than ordinarily preat 
and continuous, that the flue from it shall be of extra thickness for a specific 


height. 


39. Every person who shall crect a new building shall cause “pret of 
. : Chimney: 


a sufficient arch of brick or stone or a sufficient bar of wrought- Ineast 
iron to be built over the opening of every chimney of such ne 
building to support the breast of such chimney; and if the 
breast projects more than four and a half inches {rom the face of 

the wall, and the jamb on cither side is of less width than 
thirteen and a half inches, he shall cause the abutments to be 

tied in by a bar or bars of wrought-iron of sufficient strength, 
etehtecn inches longer than the opening, turned up and down at 

the ends, and built into the jambs on each side. 


Nok -—This clause aims at securing stability in the Construction of chimney: 
breasts by requiring a suitable bar of iron, or a stone lintel, to be inserted over the 
fireplace opening to support the superincumbent brickwork, and also, where the 
projection of the chimney-hreast 1s great (as, for example, wize or (urtleen and a 
half inches), and the jambs or sides of the fireplace are comparatively insufficient 
to resist the thrust of the arch over the fireplace opening, by further requiring the 
jambs to be properly ticd together with iron bars. 
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40. Every person who shall erect a new building shall cause 
the jambs of every chimney of such building to be at least xzne 
inches wide on each side of the opening of such chjmney. 


—This regulation is of importance for securing stability in the con- 
struction of chimney-breasts, as well as for diminishing danger of fire. 


41. Every person who shall erect a new building shall cause 
the breast of every chimney of such building and the brickwork 
or stonework surrounding every smoke flue and every copper 
flue of such building to be at least four and a half inches in 
thickness. 


Nowet.-—This clause is necessary as a precaution against fire. It would pro- 
hibit the formation of chimney-flues with bricks laid on edge or with ordinary 


stoneware or other pipes unenclosed with brickwork or stonework. : 


2, Every person who shall erect a new building shall cause 
the back of any chimney opening in a party wall of any room 
which may be constructed for occupation as a kitchen to be at 
least weve tuches thick to the height of at least stv /ce/ above 
such chimney opening, and he shall cause such thickness to be 
continued at the back of the flue. 

Such person shall cause the back of every other chimney 
opening in such building, from the hearth up to the height of 
twelve mches above such opening, to be at least four and a half 
wnches thick if such opening be in an external wall, and xzne 
wnches thick if such opening be elsewhere than in an external wall. 


Noe. -The first paragraph prescribes the requisite thickness of brickwork 
at the back of a kitchen fireplace in a party wall ;it likewise requires that this 
prescribed thickness shall be continued upwards at least sv feet above the fire- 
place-opening and thenat the back of the chimney-flue. This is desirable in 
order to prevent the possibility of communication of fire to the adjoining house 
owing to the great heat that usually passes up kitchen chimneys. The second 
paragraph permits the brickwork behind ordinary fireplaces to be only four and a 
half inches thick, uf in an external wall, but requires a thickness of wwe rnches if 
in an internal cross wall or ina party wall. 


43. Every person who shall erect a new building shall cause 
the upper side of every flue of such building, when the course 
of such flue makes with the horizon an angle of less than /or¢y- 
five degrees, to be at least w7ue znches in thickness. 


Note.—This clause 1s intended to secure safety from fire in the case of 
certain flues which are considerably out of the perpendicular, and in which, if the 
upper side of the flue were not very substantial, the ascending heat might be a 
source of danger. 


%, 
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44. Every person who shall erect a new building shall con- Arch chim- 
struct every arch, upon which any flue may be carried, so that roned 
such arch shall be effectually supported by means of a bar or bars ly ton 
of wrought-iren of adequate strength. mars. 

He shall cause every such bar, to the extent of four anda 
half inches, to be securely built or pinned into the wall at each 
end thereof. 

He shall provide, for every uzxe zuches of the width of the 
soffit of such arch, one at the least, of such bars as a means of 
support for such arch. 


Novre.—This clause is intended to increase the stabihty of flues when con- 
structed upon any kind of arch leading them from an outbuilding to the man 
building, as is not. uncommonly done m the case of the flue from the washhouse 
or other one-storey domestic office projected from the rear of a dwelling house. 


45. Every person who shall erect a new building shall cause \imimum 
every chimney shaft or smoke flue of such building to be carried heh fer 
up in brickwork or stonework all round at least fows and a half ave’ 
muehes thick to a heivht of not less than (Aree fees above the ae 
roof, flat, or gutter adjoining thereto, measured at the highest 


point in the Jine of junction with such roof, flat, or gutter, 


Noti.—TVhe object of this Clause is to require the structure of any chimney 
stack, irrespective of the chimney pot to be carned up sutherently above the root 
to prevent danger of fire 


46. A person who shall crect a new building shall not cause Maximum 
the brickwork or stonework of any chimney shaft of such aa 
uilding, other than a chimney shaft of the furnace of any steam above 
cngine, brewery, distillery, or manufactory, to be built: higher '"™ 
above the roof, flat, or gutter adjoininy such chimney shaft, 
measurttfrom the hivhest point in the line of junction with 
such roof, flat, or gutter, than a height cqual to szr times 
the least width of such chimney shaft at the level of such 
highest point, unless such chimney shaft shall be built with and 
bonded to another chimney shaft not in the same line with 
such first-mentioned chimney shaft, or shall be otherwise made 
secure. 


No1k.—The effect of this very necessary classe is to determine the maxim: 
height to which any chimney stack of a house thay, with propriety, be «7 @ 
without endangering its stability. In some exposedJocalities, it may beaalf, 
of consideration whether instead of sea times the Reast width, it) v 
be necessary to fix fe or even four tines that width as tke maumui © enable 
any chimney stack unless special and adequate means of eo pol VAN SANE 
adopted. Jt this clause 
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47. A person who shall erect a new building shall not place 
any iron holdfast or other metal fastening nearer than ¢wo 
‘uches to the inside of any flue or chimney opening in such 
building. ° 

Note.—The object of this short clause is to preclude the insertion of iron 


ho'dfasts, in connexion with woodwork, in such undue proximity to flues as might 
cause danger of fire. 


48. A person who shall erect a new building shall not place 
any timber or woodwork :— 

(z.) In any wall or chimney-breast of such building 
nearer than x7ve 7uches to the inside of any flue or chimney 
opening : 

(6.) Under any chimney opening of such building within 
fifteen tuches from the upper surface of the hearth thereof, 

A person who shall erect a new building shall not” drive 
any wooden plug into any wall or chimney-breast of such 
building nearer than sev caches to the inside of any flue or 
chimney opening. 

Nore.—This 1s one of the most important clauses for the prevention of fire. 
The careless way in which timber 1s often fixed in undue proximity to chimney- 
flues and fircplaces, 15 a most fertile cause of outbreaks of fire. The prohibition 
in sub-section (4.) relates to the insertion of timber or other woodwork into the 
wall or chimney-breast beneath the back hearth or chimney-opening itself, and 
not, as may perhaps be supposed, to the laths, &c., forming the ceiling beneath 
the hearth. ‘The hearth merely forms that part of the floor which is usually con- 


structed of incombustible matenals as a precaution against fire, but there is no 
general statutory authonty to make a byelaw at all as to floors and hearths. 


49. Every person who shall erect a new building shall cause 
the face of the brickwork or stonework about any flue or 
chimney opening of such building, where such face is at a 
distance of Jess than /wo zzches from any timber or woodwork, 
and where the substance of such brickwork or stonevy oBS 


than weve enches thick, to be properly rendered. ; + 

hte de s 
Note.---This is another clause relating to the prevention of fir 3. the 
brickwork about a chimney-flue or a fireplace is only half.a brick 1 ox, the 
joints are ver hable to have crevices in them, either at the outs > = long, 

a . . ‘ ad : 
~ayeh cases, a small accumulation of so. gs yming 
43. Eve “tanence of a current of air, be extrer ., “table to set 

e t, a ’ ar » < ‘ 2 
the upper si, vt wich the brickwork. In order to prevent such 


\ e > a 
work 1s sufficiently distant, the outer surface of 


‘of such flue ma. d with a coating of plaster, so as to effectually stop 


uP ¢ degrees, to b. “Sy, 
“df 
~ 


. xe — This clauwho shall erect a new building shall not con- 
Sener. *s which ahey or flue of such building so as to make or 
leave in st‘the 


ey chimney or flue any opening for the insertion of 


any venulating valve, or for any other purpose, unless such 
opening be at least wie fvches distant from any timber or other 
combustible substance. 

e 


Note.—-Thé@ object of this clause is to prevent the improper arrangement 
of openings Into chimney-flues. 


— 


51. A person who shall erect a new building shall not fix in Distance: 
at smoke 
such building any pipe for the purpose of conveying smoke or j: nee 


other products of combustion, unless such pipe be so fived at Umber se 
the distance of wine inches at the least from any combustible 
substance. 


Nour. --The requuements of this regulation are sutficrenth obvious to render 
explanation unnecessary. But the wav in which stove-pipes are sometimes care: 
lessly fined, renders the clause one of peculiar importance 


32. Every person who shall ereet a new building shall cause Roots to 
the flat and roof of such building, and every turret, dormer, ve'* 


with i- 


lantern-light, skylight, or other crection placed on the flat. or combust 
roof of such building to be externally covered with slates, tiles, wa mme 
metal, or other incombustible. materials, except as reaards any 
door, door frame, window or window frame of any such turret, 


dormer, lantern-light, sky heht, or other erection 


He shill also cause every cutter, shoot, or trough in con- 
nexion with te root of such Tala me to be constrected of 
incombustible materials. 


Nott. —The effect of this regulation 1s to prohibit the use of thatch, tarred 
felt, and other combustible materials as Coverings for roofs. “Thatch is not only 
dangerous on account of its Combustibility, but it as chjectionable on) sanitary 
grounds, as it undergoes decomposition, and likewise harbours insects and 
vermin: it has also been suggested as unsafe, because tending to retain infection 
oceurrng Inthe house (see & Our Homes and How to Make them Healthy,” 
page 8, Cassell & Co) 

If however the clause were to require boarding under the slates, or ogher 
covering, there would be much advantage on the score of health, since’ the 
intenior of the house would be less influenced by changes of temperature. } 

Vhe second paragraph prohibits the use ‘of wooden or other combystible 

utters, as they afford great facility for the spread of fire. 


324. Every person who shall erect a new building shall cause Faves 
the roof or flat of such building to be so constructed that all frei 
water falling on such roof or flat shall be recetved in. suitable | 
gutters, shoots, or troughs, and shall thence be discharged into a | 
pipe or trunk provided in pursuance of the byelaw in that behalf. | 


NoOTE.—Tlis clause has been framed as an additional one in order to enable 
Sanitary Authorities to require suitable arrangements to be provided for carrying 
off rain water froin the roofs of new buildings | The requirements of this Cause 

] 


pen 
space in 
front of 
new build- 
Ing». 


relate only to the collection of rain water im valley or caves gutters. Another 
clause (604) will be found which deals with the carrying away of the water so 
collected. The clause is useful chiefly in Rural Sanitary Districts. In Urban 
Districts it is to a great extent rendered unnecessary by the 10 & 71 Vict., c. 34, 


Wath respect to the sufficiency of the space about buildings to secure 
a free circulation of arr, and with respect to the ventilation 


of bualdines.* 


53. Every person who shall erect a new domestic building 
shall provide in front of such building an open space, which shall 
be free from any erection thereon above the level of the ground, 
except any portico, porch, step, or other like projection frem such 
building, or any gate, fence, or wall, not exceeding seven feed in 
height, and which, measured to the boundary of any lands or 
premises immediately opposite, or to the opposite side of any 
street which such building may front, shall, throughout the whole 
line of frontage of such building, extend to a distance of Awently- 
Jour feetat the least; such distance being measured in every case 
at right angles to the external face of any wall of such building 
which shall front or abut en such open space. 

A person who shall make any alteration in or addition to such 
building shall not, by such alteration or addition, diminish the 
extent of open space provided in pursuance of this byclaw in 
conneaion with such building. 


Notr.--In order to secure sufficient: space about buildines to allow free 
circulation of air, itis necessary that every new domestic building should have 
adequate open space im front of it as wellas at its rear A subsequent clause 
deals with the space at the rear, whereas this aims at securing an open space a7 
front, equal at the Teast to what would occur were the building erected on the 
street boundary of the narrowest street permissible under the byelaws - VI/., 
twenty-four fect. (see clause No 6, p. 73.) ‘Phe necessity for suc hoa clause as 
this 1s shown (see Diagram No. NVEP) by the numerous instances in which 
houses have been erected in what had been previously back gardens, so that, in 
course of time, certain districts have become crowded with narrow courts having 
houses on one or both sides, and approached by passages trom the main streets. It 
will hd observed that the clause is so flamed as to allow the width of the street 
in front, of the house to be reckoned in the space required to be provided, and 
that it iss permissible to have on the space so required to be provided any porch, 
or portico; or fence wall. : 

One valuable effect of this clause 1s, that on the 1e-erection of existing 
domestic buyldings in streets of less width than 24 feet, the widening of such 
streets, so far as air-space is concerned, is gradually secured. But it has been 
contended, amongst other objections to this application of the Clause. that whilst 
the onus of providing sufficient land to secure the 24 feet of open space to the 


* This section 1s printed #7 cr4so in Appendiy No. IL, p 213 


+ The words of this heading are those of the statute, and should not be altered or added to, 
See Public Health Act, 1875, sec. 157 (3.) p. 206. 


TI 


front is thrown upon the person who first: re-erects sucha building on one side 
of a narrow street, his opposite neighbour, who happens to re-build at a later 
date, is altogether relieved trom providing any space to meet this obligation. 


— 
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In order to deal with this objection, and at the same time to avoid the gradual 
formation of an irregular line of house-frontage in such streets, the following 
clause has sometimes been substituted for the model clause 


53a. Levery person who shall creet a new domestic building 
shall provide in front of such building an open space, which, 
measured to the boundary of any lands or premises immediately 
opposite, or to the opposite side of any street which may not be 
less than fwenty-four fect in width at the point where such 
building may front thereon shall, throughout the whole line 
of frontaye of such building, extend to a distance of feveuly-four 
fee? at the Teast; such distance being measured in every case 
at right angles to the external face of any wall of such building 
which shall front or abut on such open space. 

Where a new domestic building may be intended to front 
ona street laid out before the confirmation of these byclaws, 
and of a less width than /wer/y-four feet, the person who shall 
erect such building shall provide in front thereof an open space, 
which, measured to the opposite side of such strect throughout 
the whole line of frontage of such building, shall extend to a 
distance equal at least to the width of such street, together with 
one-half of the difference between such width and /wenly-four 
Jeet. 
Any open space provided in pursuance of this byclaw shall 
be free from any crection thereon above the level of the ground, 
except any portico, porch, step, or other like projection from 
such building, or any gate, fence, or wall, not exceeding seven 


feeé in height. 
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A person who shall make any alteration in or addition to 
bie building shall not, by such alteration or addition, diminish 
‘the extent of open space provided in pursuance of, this byelaw 
in connexion with such building. ‘ 


34. Every person who shall erect a new domestic building 
‘shall provide in the rear of such building an open space exclu. 
sively belonging to such building, and of an aggregate extent 
of not less than one hundred and fifty square feet, and free from 
any erection thercon above the level of the ground, except a 
watercloset, cartheloset, or privy, and an ashpit. 

He shall cause such open space to extend, laterally, through- 
out the entire width of such building, and he shall cause the 
distance across such open space from every part of such building 
to the boundary of any lands or premises immediately opposite 
or adjoining: the site of such building, to be not less in any case 
than fen feel. 

If the height of such building be ffteen fect he shall cause 
such distance to be f/leen fect at the . “ASL. 

If the heieht of such building be /iwenty-fce feel he shall 
cause such dec ince to be dently fect at the least. If the height 
of such building be (Aerty-Hee fect or exceed (erty five feel he 
shall cause such distance 16 he Ze NEY flee fect at the least. 

A person who shall make any alteration in or addition to such 
building shall not, by such alteration or addition, diminish the 
aggregate extent of open space provided in pursuance of this 
byelaw in connexion with such building, or in any other respect 
fail to comply with any provision of this byelaw. 

For the purposes of this byelaw the height of such building 
shall be measured upwards from the level of the ground over 
which such open space shall extend to the level of half the 
vertical height of the roof or to the top of the parapet, which- 
ever may be the higher. 


f 
y Nore.~— Adequate open space at the rear of domestic buildings has for many 


/years been regarded as essential to the healthiness of such ‘buildings, and 


accordingly a regulauion for securing that object has usually been included in 
every set of building regulations, It is sometimes sought to allow the requisite 
space to be either at the rear or at the side, but inasmuch as if it is provided at 
the side of the building it would permit of the houses being arranged as what are 
termed “back-to-back bouses,"—an arrangement which, for sanitary and other 
reasons has been found to be most undcsuable—the alternative should not be 
permitted, and the prescubed amount of space should be provided wholly at the 
rear.* Indeed if it is wished tu require an open space to be provided partly at 








, the side and partly at the rear, the minimum prescribed total area of such space 


~~ 


* See the Report to the Local Government Board by Di. Barry and Mir. P. Gordon Smith, 
F.RVI.B.A., on Back-to-back houses, February, 1888. Eyre and Spotuswoode, London. 
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ought to be considerably increased. The space at the rear ought, moreover, to 
extend throughout the entire width of the building ay desembed in the clause. 
The minimum requisite area presenbed by the clause wa very small one. and it 
would be of advantage if it could be increased without chance of eperating with 
undue hardship? The distanee across the requisite space is a most mnportint 
factor in the arrangement. and the principle of increasing that distanee according 
tothe height of the building-——measured in feet rather than mm storeys - as a sound 
one. See also Note to clause No 73, p. 148 0 With respect to what may be 
regarded as an erection encroaching on the proscribed open spree. tt may be 
usetul to refer to the case of dda (app) vi. Premla Leer Board esp ) 
—-37 J.P.. 662, in which at was held that a small wooden fence. three feet 
sry oinches high, erected round the house so as to encrowdh upon the area ot 
open space required by the Local Boards byelaws, was properly held by the 
justices to be an erection within the meaning of the bye hiw i 

The distance across the open space must be measured in such away as not te 
mclude any land which does not exclusneh belong to the budding tor which open 
space is provided  Henec it is not permissthle to reckon the width of any 
back passage as part of the Open spacc. as the passage wouldh in mast cases fe 
used M@ common by several occupters, and cven i it were not the exvistenec ot a 
fence wall between it and the rest of the open space would be contrary to thy 
byelaw as has been already shown, Phe case of Jomes yo Furey (sr PP 3s6, 
52 J. P 6a) however. removes any doubt on the pomt, for it was there held that 
a street in the rear of premises was the “Opposite property to which the distance 
across the open space must be measured and not to a budding on the other side 
of it. 

In the case of Zuker (App iv. Meee (Resp), 7 Jot Ns O20, 1h appeared 
that under section 34 of the Local Government Vet. 1858, a local hoard of 
health had made a byclaw that wherever any open space had beer dott belonging 
toans building, such space should never atremmaads be bunlt upon without: the 
consent of, Mc and without leaving: an open space belonging to such) building 
of a specified sive and cbmensions Phe Court held) that at the byechiw apphead to 
open spaces belonging to old buntdlings it was bad 

Thain any case tas desired to cvcippt stables fron the requirements as te 
open space in the rear the followiay proviso may be adopted 

“Provided always that this byclaw shall not apply so as to require any open 
space to be provided in the rear of any domestic building other than a dwelling. 
house where such building is appurtenant tow dwelling house, and as not of a 
greater height than such dwelling house, and abuts on the open space provided 
inthe rear of such dwelling-house, and where the open space so provided is 
sufficient to comply with the requirements of this bychaw, 

* Provided, further, that inany case where such building ws of a greater betertat 
than the dwelling-house to which tas appurtenant, the foregomng cxcmption shall 
apply, if the open space lettin the rear of such dwelling house would be suttiere rt 
to comply with the requirements of this byclaw were the dwelling- house of a 
height equal to the haght of the other building.’ 

The four diagrams on pave 11S serve to dlustrate the Choef requirciuents of thie 
Model clause. Diagrata No NV EEE shows the rarimtim requisite areca cnd distance 
across as prescribed in the first and second paragraphs of the Clause and it will 
be seen that the distance there prescribed is requisite in order that the require 
nents of Clauses Nos 73 and 80 mas be complicd with as regards the proximity 
of privies and ashpits to buildings. Diagrams NIN... NX, and NXI- show the 
requisite areas and distances across that are prescribed by dhe third and fourth 
paragraphs respectively. and it willbe observed in cach instance that the distince 
across 15 governed by the highest portion of the building. and not by the height 
of the projyecuny out-burldang. the iavasurcment beme trom the rearmost wall 
whether there be an out building or not 
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The existing requirements in force in the metropolis are at times referred to~ 
in connexion with this question of the provision of open space to the front and 
rear of domestic buildings. As to this the Royal Commission on the Housing 
of the Working Classes, 1884, after referring to those requirements on p. 32 of 
their First Report go on to recommend as follows :— 

*‘1. ‘That upon the lines of the existing enactments in the Acts of 1862 and 
1878, rules of more general application be framed to control the height of 
buildings in relation to the open space which should be required to be provided 
in front of the buildings, either in the form of land exclusively belonging to each 
building and kept tree from erections, or in the form of an adjoining street. 

2. ‘That in the rear of every new dwelling-house or other building to be con- 
trolled by rules ordinarily applicable to dwelling-houses, and whether in old or 
In new streets, there be provided a proportionate extent of space exclusively 
belonging to the dwelling house or building; that this space be free fom 
erections from the ground level upwards; that it extend laterally throughout the 
entire width of the dwelling-house or building: that for the distance across the 
space from the building to the boundary of adjoining premises a minimum be 
prescribed : and that this minimum increase with the height of the dwelling- 
hous@ or building.” 


There are, however, circumstances in which new domestic buildings are so 
placed that the actual health requirements as to open space are met without strict 
adherence to the terms of Clause No. 54. Phus. in the case of a new domestic 
building erected on a site lying between two streets which meet ‘vn acute angle, 
the building, of necessity, has open space on the two sides abutting on the adjacent 
streets, and in this way reasonable means of through ventilation by windows 
and doors is provided without the need for additional air space on ai third side 
which may happen technically to constitute the rear. AH, the.ctore, that. ts 
required in the interests of health is the further provision of sutticrent Open space 
on which a privy and ashpit can properly be erected. 

A proviso on the following lines may be framed to meet such a case. 


Proviso for sites adjotning two streets meeting at an acute angle, 


Provided that in any case where the site of a new domestic building 
may abut on two or more streets. and by reason of the form or dimensions 
of the site of a new domestic building, it may be impracticable to provide mn 
the rear of such building such an extent of Open space as will satisfy the 
preceding requirements of this) bye-law, a person may erect any such 
building in accordance with the following requirements : 

He shall construct such building so that there shall be on the side or 
sides other than the tront of such building which so adjoin streets an) open 
space having a distance across from every part of such building to the 
opposite side of the street or streets mamediately adjoining such site of not 
less than few feo? whick shall be free from any erection thereon above the 
level of the ground (except any portico, porch, step. or other like projection 
from such building, or any gate, fence. or wall not ove ceding vevem fect in 
hewht), and which shall extend laterally throughout the entire length of 
such side or sides of such bunlding He shall provide on one side of the 
site. not beme the front of such building. an open space which shall 
exclusively belong to such building, which shall be free trom any crection 
thereon above the level of the ground, except a watercloset, carthcloset, o7 
privy and an ashpit. which shall extend laterally throughout at least fey fee, 
of such side of the site of such building, and across which the distance 
from the opposite part of such building to the side of the site which abuts on 
any lands or premises immediately opposte or on any street immediately 
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, adjoining such site, but not bemg one of the two streets hereinbefore referred 
/ to, shall be not Jess in any case than fen feet, and shall be connected with 
one of the streets on which such building abuts by means of a passage or 
/ other similar opening so arranged as to be capable at all tinfes of affording 
a free circulation of air between the open space and such sfreet aforesaid. 
; He shall cause the aggregate extent of open space which shall, in 
‘ pursuance of the preceding requirements, be provided or left on two or 
more sides other than the front of such building, to be not less in any case 
than fo hundred and fifty square feet. 


Diagram XXII illustrates the requirements of this proviso, and shows the 
open space having a mmuimum distance of fev feet across it that has to be provided 
on one side other than the front, and which may eatend wholly on to a street if 
such street 1s few feet or more in width, or partially on to such street if it is less 
than few feet in width. The dhagram also shows the requisite open space 
exclusively belonging to each house, and having a distance across it each way of 
fen fect, Winch, together with the open space extending along the street boundary 
other than the front, contains at least deo hundred and fifty square feet. Wt Vike- 
wise shows the passage required by the proviso ‘ 





There have been cases where streets have been laid out before the confirma- 
tion of proper byelaws for the district im connexion with plots of land of 
unusually shaliow depth from = front to back. Such shallow depth has been 
altogether msufficrent to admit of the provision of the prescribed amount of open 
space at the rear of the dwelling-houses. bor such cases the following proviso Is 
supgested, requiring a certain amount of open space to be provided on two 
opposite sides of cach house so as to ensure adequate means of through 
ventilation ‘-— 


Provided that m any case where the depth of the site of a new domestic 
building renders it impracucable ty provide in the rear of such building such 
an extent of open space as will satisfy the preceding requirements of this 
byehiw, a person may erect any such building in accordance with the following 
requirements :— 

He shall provide on each of two sides, not being either the front or the 
rear of such building. an open space, eaclusively belonging to such building- 
free from any crection thereon above the level of the ground (except a 
watercloset or earthcloset. and an ashpit), and extending laterally through. 
out the entire depth of such building, and communicating directly with any 
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open space that may be provided in the front or in the rear of such building 
the distance across such open space from every part of such building to the 
houndary of any lands or premises in the same curtilage being not less in 
anv case than etcAt feet. ; 

If the height of such building be ji/tecm seef he shall cause the distance 
across to be not less than faves feet. 

It the height of such building be fwewty-fze feet he Shall cause such 
distance to be not less than stileen feet. 

If the height of such building be fAértrfize sect, or cvceed thirty five 
Sect, he shall cause such distance to be not less than feenty Jeet 


‘The following Diagrams serve to dlustrate the requirements of this proviso 
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For reasons very similar to those which led to the preparation of the above 
proviso, a further one has been contrived to deal with the re-erection of new 
domestic buildings on sites where two streets meet at right angles. Here, it is 
true, adequate cross-ventilation is not so completely secured &s in the former 
case, but having regard to the fact that the proviso deals only with the re-erec- 
tion of buildings, and only with corner sites, and that such sites may have at 
times acquired a special value for business purposes, some modification of clause 
No. 54 may be desirable. Hence, in these exceptional cases, the two streets 
may be accepted as affording the necessary means for securing the required 
cross ventilation. But, in such a case, it is imperative that in addition some 
sufficient space to the rear should be secured for the purposes of a closet and 
ashpit; and since adequate movement of air in such space is essential in the 
interests of health the application of the proviso should be limited to cases 
In which there 15 a passage Jeading from the space at the rear into one of the 
adjacent streets. “The proviso in question is as follows, and is ulustrated in 
Diagram XXVILA :— 


Proviso for sttes where two streets meet at right angles 


Provided that in any case where a domestic building may 
be re-creeted on a site two adjoining sides of which abut) on 
streets, and where by reason of the form dimensions or intended 
mode of use of such site, or of its Position in’ relation to an 
adjoming site or sites, it may be impracticable to provide in the 
rear of such building such an extent of open space as will satisfy 
the preceding requirements of this byclaw, every person who 
shall re-ereet any such building on such site shall, as regards the 
provision of open space in connexion therewith, comply with 
such of the following requirements as may be applicable to the 
circumstances Of the case instead of complying with the said 
preceding requirements; but this proviso shall not apply in any 
case where the open space to be provided in connexion with a 
butlding shall not be connected with one of the streets on which 
such building abuts by means of a passage or other similar 
opening so arranged as to be capable at all times of affording 
a free ctreulation of air between the open space and such street 
aforesaid, 

(i) Where there shall have been an amount of open space 
execeding one hundred square feet in the rear of the building 
that may have previously occupicd the site. the person re-erect- 
inv such building shall provide in the rear of the new domestic 
buthding an open space which shall be not less in) depth or 
extent of the open space that shall have been provided in con- 
neston with the first-mentioned building, and shall exclusively 
belong to such building and be free from any erection above the 
level of the ground except a watercloset, carthcloset, or privy, 
and an ashpit. 

(u.) Where there shall not have been an amount of open 
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space exceeding ove hundred square feet in the rear of the 
building that may have previously occupied the site, the person 
re-erectinge such building shall provide in the rear of the 
new domestic building an open space which shall be not less in 
extent than oxze hundied square feet and shall be free from any 
erection thereon above the level of the ground except a water- 
closet, earthcloset, or privy, and an ashpit, and shall extend 
laterally throughout at least fen feet of the entire width or 
depth of such building, and across which the distance from every 
part of such building to the nearest boundary of any lTands or 
premises immediately adjoining such site shall be not less in any 
case than few feed at the least. 

Gu.) In either of the foregoing cases every person who 
erects a new domestic building shall provide on that side of such 
building which adjoins the front and abuts on any street an 
open space of an ageregate extent of not less than eve Aundrod 
and fifty sguare feet, which shall be free from any erection 
thereon above the level of the ground except any portico, porch, 
step. or other like projection from such building, or any gate, 
fence, or wall not exceeding seven fees in height. Tle shall 
cause such open space to extend laterally throughout the entire 
width or depth of such building, and to have a distance across 
from every part of such building to the opposite side of the 
Street immediately adjoining such site of not bess mn any case 
than few feel. 
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Sites Tapering to the Rear. 


In some cases, such, for instance, as in certain sea-side towns, houses are 
constructed so as to turn the corners of streets in the form of, 4 curve, instead 
of at right angles as is more usual. So also where, for example, a railway” 
traverses a street obliquely, the building plot adjoining the railway on onc side 
will be diminished in width from front to rear. It is obvious that, as the sites of 
such houses must be of Tess width at the reir than in the front, the model 
requirements ay to the open space in the rear extending laterally throughout the 
whole width of building for the required distance across could not be complied 
with. To meet such cases, therefore, the model byelaw has in some instances 
been modified as follows :— - 


544. Every person who shall erect a new domestic building 
shall provide in the rear of such building an open space exclusively 
belonging to such building, and of an ageregate extent of not Jess 
than one hundred and fifty square fect, and free from any ergetion 
thereon above the level of the ground, except a watercloset. 
earthcloset, or privy. and an ashpit. 

He shall, exeept in such cases as are hereinafter provided, 
cause such open space to extend, laterally, throughout the entire 
width of such building. 

He shall cause the distance across such open space from 
every part of such building to the boundary of any lands or 
premises immediately opposite or adjoining the site of such 
building, to be not less in any case than fen fect 

If the height of such building be f#/feew fect. he shall cause 
such distance to be fifteen feet at the least. 

Tf the height of such building be faenty-fiee feet he shall 
cause such distance to be fewer feet at the least. Tf the height of 
such building be (Ai7ly-fiic feet or exceed Chirty- five fect he shall 
cause such distance to be /ewenly-fve feet at the least. 

Provided always that in any case where the site of a building 
may be of such a shape that the width thereof diminishes towards 
the rear, and it is therefore impossible to provide an open space 
extending Jaterally throughout the entire width of such building, 
and having the required distance across such space, the person 
who shall erect such building shall provide in the rear thereof an 
open space the extent of which is to be determined in accordance 
with the provisions of this byelaw. subject to the following 
eNCEpPtIONs ;° 

(1.) He shall cause the distance across such space measured 
from the rearmost wall of such building, to a line at which the 
lateral width of the open space shall not bc jess than one-half of 
the width of such space at such rearmost wall. 

(2.) He shall provide on the side of such linc remote from 
the building a further open space exclusively belonging to such 
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building of a superficial area equal to one-third of the area of the 
apace hereinbefore required to be provided. 

3.) This proviso shall not apply in the case of any building 
which would form part of a continuous line of buildings enclosing 
a space in the rear of such buildings whether in the form of a 
square or in any other form. 

A person who shall make any alteration in or addition to 
such buildiny shall not, by such alteration or addition, diminish 
the aguregate extent of open space provided in pursuance of this 
byelaw in connection with such building, or in any other respect 
fail to comply with any provision of this byelaw. 

or ae purposes Of this byelaw the height of such building 
shall be wfeasured upwards from the level of the eround over 
which ae open space shall extend to the level of half the 
vertical height of the roof or to the top of the parapet, which- 
ever may be the higher. 


Diagram NNVITTa. lustrates the requirements of these modifications of 
clause No 54, and shows that. in the cases referred: to, the width of open space 
along the line a 6 must be at least half of that along the line ¢ das prescubed in 
sub-section (1) of the proviso, and that the area of the space enclosed within 
a, 6, and e must be equal to at least one-third of the space within a, A, 6 ay as 
prescribed in sub-section (2) of the proviso. Sub-section (3) of the proviso would 
prevent the formation of a continuous line of buildings suc h as would completely 
enclose the spaces at the rear of the group of houses, and thereby interfere with 
free circulation of air. 
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out a fireplace, and a flue properly constructed and properly 
connected with such fireplace, to be provided with special and 
adequate means of ventiiation by a sufficient aperture or air shaft 
which shall provide an unobstructed sectional area of one hun- 


dred square inches at the least. 


No1E—A room without a fireplace and chimney-flue 1s always to be 


‘regarded as less wholesome than one im which a proper fireplace is provided, for 


even though a fire be rarely lighted. the draught up the chimney-flue will usually 
be such as to draw a considerable quantits of vitiated air out of the room, and 
the chunney will thus afford most valuable ventilation to the room. Even if the 
grate be one with a register-flap in at, or a Chimney-board be placed in front of 
the grate, some air will still be drawn through the chinks and cracks of the 
register-flap or Chimney-board. Hence this clause is intended to apply to habut- 
able rooms unprovided with any fireplace and chimney, and accordingly it pre- 
seribes that any such room is to be provided with some special ventilator having 
a sectional areca somewhat approximating to that of an ordinary chimney-tlue. 
The latter usually measures 1g x g anches, thus giving a sectional area of 126 
square inches, and the Clause prescribes at least ove Aundred inches, whiet would 
be met by a prating ina wall or Chimney stack 10 x ro inches or 12 x g inches. 
It may be questionable how fara smmilar grating m an internal wall—over the 
door from the staircase, for example,--would provide the “adequate ” ventilation 
required, 


59. Every person who shall crect a new public building shall 


cause such building to be provided with adequate means of 


ventilation, 


Noun - This clause is admitted). not very definite im its requirements, but 
Inasmuch as the question of ventilating: public buildings wa very wide one, and 
depends upon so many and different conditions, it has not been found possible 
to do more than refer to the subjeet ina general way— a way, however, which ina 
practice will not be without mmportant use. 

Where sections No, tro-+2 of the ro and ai Vict, © 34, are in force by 
Incorporation with any Local Vet, this byelaw must be omitted 


Heth respect to the drainage of buildings. 


oo. Every person who shall erect a new building shall cause 
the subsoil of the site of such building to be effectually drained 
by means of suitable earthenware field pipes, properly laid to a 
suitable outfall, whenever the dampness of the site renders 
such a precaution necessary. 

He shall not lav any such pipe in such a manner or in such a 
position as to communicate directly with any sewer or cesspool, 
or with any drain constructed or adapted to be used for con- 
veying sewage, but shall provide a suitable trap, with a ventilating 
opening, at a point in the line of the subsoil drain as near as 
mav be practicable to such trap. 

No1k.—The necessity of drying to the utmost the subsoil beneath buildings 


has already been referred to (clause No. 10, p. 76) Owing to the pervious 
character of the drain necessary for this purpose, itis imperative that sewer air 
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should not be allowed to gain entrance to it and from it into the surrounding 
soil. Hence the conditions specified in the second paragraph. Where the 
System of sewerage in operation is that known as the “separate system, fe., 
where such part of the ramfall as is free from serious pollution is excluded from 
the sewers and conveyed separately to some water-course or other place, a sutt- 
able outfall for this pipe drain may easily be obtained by connecting it with the 
ram-water dram. Under other circumstances it is desirable that the outfall 
should be ether direct into the open air, or, where it must be conveyed to the 
sewer, that the nearest approach to this should be obtained in the manner shown 
IN Diagram No. NNIXa Where, however, a trap is used to preclude the entry of 
sewerair or Cesspoolair into the pipe-drain, arrangements should be made to 
ensure the maintenance, even in the driest seasons, of a sufficiency of water in 
the trap | ‘VPhus, a fresh water trap may be fixed for this purpose near the 
ventilating opening, 
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- 60a. Every person who shall erect a new building shall cause 


spouts for / ‘ : : ee 
rain-water/ a Suitable pipe or trunk, extending from the roof of such building 


to the ground, to be fixed to the front or rear or te one of the 
sides of such building, and to be so connected with a gutter, 
shoot, or trough receiving any water that may fall on the roof, 
as to carry all such water therefrom without causing dampness 
in any part of any wall or foundation of such building. 


Note.-—This clause, which is rendered necessary by the requirement of 
clause No. 524, has been added to the series in order to provide for the removal 
of rain-water from the roofs of new buildings after it has been collected in the 
gutters required by the above-mentioned clause. As in the case of clause No. 
52A, this clause is useful, chiefly in rural sanitary districts ; the 74th section* of 
the 10 & 11 Vict., c. 34, rendering it to a great extent unnecessary In urban 
sanitary districts. 


61. Every person who shall erect a new building shaJl con- 
struct the lowest storey of such building at such level as will allow 
of the construction of a drain sufficient for the effectual drainage 
of such building, and of the provision of the requisite com- 
munication with any sewer into which such drain may lawfully 
empty, at a point in the upper half diameter of such sewer, or 
with any other means of drainage with which such drain may 
lawfully communicate. 


Norr.--So many instances occur where buildings have been erected in 
which cellars and other basement rooms are constructed at a level below that of 
the outfall of the drams, with a result that in wet seasons the cellars or basement 
rooms become flooded to a greater or Tess extent, that the expediency of this 
Clause, asa sanitary precaution, ean scarcely be overstated — Sce also Note to 
clause No. ro, and the suggested Clause No. roa, as to the preparation of low- 
lying sites, pp 76.0 77. lorthe legal interpretation of the words * drain” and 
sewer” respectively, see Pubhe Health Act, 1875, sec. g. Appendix No. IL, 


p. 195. 


62. Every person who shall erect a new building shall, in the 
construction of every drain of such building, other than a drain 
constructed in pursuance of the byclaw in that behalf for the 
drainage of the subsoil of the site of such building, use good 
sound pipes formed of glazed stoneware, or of other equally 
suitable material. 

He shall cause every such drain to be of adequate size, and, 
if constructed or adapted to be used for conveying sewage, to 
have an internal diameter not less than four caches, and to 
be Jaid in a bed of good conerete with a proper fall, and with 
watertight, socketed, or other suitable joints. 

Hie shall not construct any such drain so as to pass under 
any building, except in any case where any other mode of con- 


=~ 


es 


* This section is printed vt ervfece in Appendia No. TL, p. 213 


struction may be impracticable, and in that case he shall cause 
such drain to be so laid in the ground that there shall be a 
distance equal at the least to the full diameter thereof, between 
the top of Such drain at its highest point and the surface of the 
ground under such building. 

He shall also cause such drain to be laid in a direct line for to be im- 
the whole distance beneath such building, and to be completely paar 
embedded in and covered with good and solid concrete, at 
least szxv zuches thick, all round. 


He shall likewise cause adequate means of ventilation to be an to be 
° ° ° ° ° ° TCNUHa 
provided in connexion with such drain at each end of such portion at each 


thereof as is beneath such building. end, 


He shall cause every inlet to any drain, not being an inlet ee 
e e ° 7 hd « t 
provided in pursuance of the byclaw in that behalf as an opening trapped. 


for the ventilation of such drain, to be properly trapped. 


® 

Notr.—The first paragraph of this clause prescribes the material for drains 
intended to convey sewage, and it may be useful to remind the non-techmeal 
reader that, besides stoneware, cast-iron pipes jointed with lead are occasionally 
used for house drains, and this with much advantage. Certain cement and con- 
crete pipes are likewise said to answer the purpose very well. With regard to the 
second paragraph, it will be noted that drains having an internal diameter of four 
tuches are permitted, instead of the minimum diameter of sa. aches heretotore 
usually adopted. It has, however, been found in practice that a four-inch drain 
properly laid in direct lines, and with uniform gradient: between the points at 
which its course is capable of inspection, will, 1 most cases, effectually meet all 
the requirements of an ordinary dwelling-house or other building. And since all 
increase of diameter beyond that which is actually needed tends to diminish the 
velocity of the flow of sewage, and hence to lessen its scourmy effect, it should, 
under ordinary cncumstances, be avoided. “The sectional area of a four inch 
Pipe amounts to 12°56 square inches, or Jess than half that of a six inch pipe, 
which 16 28°27 square inches, and consequently an equal quantity of water pass- 
ing along both pipes would have far greater scouring effect in the four inch pipe 
than the six-inch pipe. ‘The need for laying such a drain ina bed of good cond 
crete should be recognized even where the soil is stiff clay, since the bottom /! 
the trench in which it 1s laid is necessarily disturbed ground, lacking the requixte 
solidity to bear the inevitable pressure resulting from the final-“ ramming inf 
the trench. Sewage also, from an accidental leakage, will often’ travel je a 
distance along the side of a drain or through fissures in the clay. fe 

If a drain must of necessity pass bencath a dwelling-house, the co"Aditions 
specified in the third, fourth, and fifth paragraphs, should be carned o Ut with a 
view of keeping the drain free from deposit and from foul air, and also of enabling 
it to be examined with the least amount of difficulty. (See Diafgrams Nos. 
AXVIIT. and AXXITTA.) / 


63. Every person who shall erect a new building hall provide, paces 
within the curtilage thereof, in every main drain Si other drain from 
of such building which may directly communicate ith any sewer ou 
or other means of drainage into which such drain) may lawfully |’ 
empty, a suitable trap at a point as distant as ma be practicable 9 junc- 


from such building and as near as may be prpcticable to the sa 
f K 2 y 
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point at which such drain may be connected with such sewer 
or other means of drainage. 


€ 

Nott ~The object of this clause, which will be readily understood on 
reference to Diagrams Nos XXVI.XNVID, and NAVITL, is to prevent foul air, as 
from public sewers, from imehking its way into house drains. Public sewers ought to 
be ventilated otherwise than through house drains. the more soas itis in the power 
of houscholders to cnsure the cfhaency of them own drains, but they are unable 
to control faulty construction Jeading te deposit. Ac., in pubhe sewers. It ts 
also only by the adoption of such a clause that houses can be protected against 
the influence of infectious matters recenved into the common sewers. Ina similar 
way buildings should be protected against foul am from cesspools when such 
means of drainage outfall have to be adopted. 

It should be considered whether the words ‘within the curtilage thereof” 
ought, in all cases, to be retained, inasmuch as where houses abut immediately 
on the street the permission of the Samtary Authority may have to be obtained 
to place the trap in such a position that its necessary ventilating aperture should 
be in the public thoroughfare outside such curtilage (see Diagram No, XXVIII.) 
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The above Diagram, No, NNN«, shows at A, a suitable trap to meet the 
requirements of this clause. Tt will be observed that it has a flat bottom, which 
goes far to cnsute its bemg fixed level - aomatter of importance for securing the 
efhaency of the trap. “Phe dram intet, moreover, is well above the level of the 
outlet of the tap, which tends to increase the force of the current of sewage 

\  hrough the trap, and so to promote its power of selfcleansing. ‘The open top 
_st above the inlet can be continued up to the ground level. so that, while it 


Nae rds an itlet for fresh air to the house-drains (see Diagrams Nos. NXNTX. and 
drains. COIN ), it Hikewise affords ready access to the trap in the best position for 
consing obstacles. ‘The smaller opening just above the outlet can be utilized, 
drains2"): for clearing the dram between the trap and the sewer or cesspool, 

‘sould be kept closed unless, in the case of a private cesspool, it be used 

sound 2s of ventuating the cesspool The trap By in Diagram No XXX 4., is 
suitable ncommonly used, but, for various reasons, it IS unsuitable for the 
haa He specially on account of the facihty with which it becomes obstructed, 


Deane te. 4b construeh floating matters accuoulate In the central vertical shaft, thus 
be laid in — osusanee. Diagram No. ANNI. shows a suitable disconnecting 
concrete, have ay IM ranch drain delvenne into the open channel which traverses 
tohave be laid in a chamber :” also an excellent form of disconnecting trap. “This 
ae 8 a watertight, samber May be covered with a grating so as to afford the neces- 
able joints. He shal] ‘ation with the drains, for purposes of ventilation, or, if a solid 
Drains Laildine, 3 alternative opening for drain ventilation, as required by 
beneath = UNV DULCINE. be formed by a pipe through one side, communicating with 
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64. A person who shall crect a new building shall not se 


constrict the several drains of such building in such a manner dran j 
° ° . ° ° “ > tions. 

as to form in such drains any right-angled junction, cither vertical 

or horizontal. He shall cause every branch drain or tributary 
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drain to join another drain obliquely in the direction of the flow 
of such drain. 


¢ 

Note.—The necessity for this regulation is very generally recognized, though 
in certain classes of work it is commonly neglected. ‘Tributary drains, whether 
vertical or horizontal, ought always to be formed with proper bends, delivering 
in the direction of the flow, and at the side of the drain into which they dis- 
charge. Where a tributary drain joins another drain vertically and at a right 
angle, it is liable to Jead to accumulation of deposit. The prohibited junction 
and the proper junction are shown in Diagram No. XAXIIa. 





DIAGRAM No. NN XNTIa, 


65. Every person who shall erect a new building shall, for 
the purpose of securing efficient ventilation of the drains of such 
building, comply with the following requirements :—- 

(i.) He shall provide at least two untrapped openings to the 
drains, and, in the provision of such openings, he shall adopt 
such of the two arrangements herein-after specified as the 
circumstances of the case may render the more suitable and 
effectual. 

(2.) One opening, being at or near the level of the surface of 
the ground adjoining such opening, shall communicate with the 
drains by means of a suitable pipe, shaft, or disconnecting 
chamber, and shall be situated as near as may be practicable to 
the trap which, in pursuance of the byelaw in that behalf, shall 
be provided between the main drain or other drain of the building, 
and the sewer or other means of drainage with which such drain 
may lawfully communicate. Such opening shall also in every 
case be situated on that side of the trap which is the nearer to 
the building. 

The second opening shall be obtained by carrying up from a 
point in the drains, as far distant as may be practicable from the 
poine at which the first-mentioned opening shall be situated, a 
pipe or shaft, vertically, to such a height and in such a manner 
as effectually to prevent any escape of foul air from such pipe or 
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shaft into any building in the vicinity thereof, and in no case to 
a less height than fe fect. 

(6.) Ineevery case where the foregoing arrangement of the 
openings to the drains may be impracticable, there shall be 
substituted the arrangement herein-after prescribed. 

One opening shall be obtained by carrying up from a point, 
as near as may be practicable to the trap, which, in pursuance of 
the byelaw in that behalf, shall be provided between the main 
drain or other drain of the building and the sewer or other 
means of drainage with which such drain may lawfully com- 
municate, a pipe or shaft, vertically, to such a height and in such 
a manner as effectually to prevent any escape of foul air from 
such pipe or shaft into any building in the vicinity thercof, and 
in no case to a less height than fex fect. Such opening shall 
alsqin every case be situated on that side of the trap which ts 
the nearer to the building. 

The second opening, being at a point in the drains as far 
distant as may be practicable from the point at which suci iast- 
mentioned pipe or shaft shall be carried up, shall be at or near 
the level of the surface of the ground adjoining such opening, 
and shall communicate with the drains by means of a suitable 
pipe or shaft. 

(ii.) He shall cause every opening provided in accordance 
with cither of the arrangements herein-before specified to be 
furnished with a suitable grating or other suitable cover for the 
purpose of preventing any obstruction in or injury to any pipe 
or drain by the introduction of any substance through any such 
opening. He shall, in every case, cause such grating or cover 
to be so constructed and fitted as to secure the free passage of 
air through such erating or cover by means of a sufficient 
number of apertures, of which the aggregate extent shall be not 
less than the sectional arca of the pipe or drain to which such 
grating or cover may be fitted. 

(iii.) Every pipe or shaft which may be uscd in connexion 
with either of the arrangements hercin-before specified shall be 
of a sectional area, not less than that of the drain with which 
such pipe or shaft may communicate, and not less in any case than 
the sectional area of a pipe or shaft of the diameter of /our 
2nches. 

(iv.) No bend or angle shall (except where unavoidable) be 
formed in any pipe or shaft used in connexion with cither of the 
arrangements herein-before specified. 

(v.) Provided always, that for the purpose of ¢ither of the 
arrangements hercin-before specified the soil pipe of any water- 
closet, in every case where the situation, sectional area, height, 
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and mode of construction of such soil pipe shall be in accord- 
ance with the requirements applicable to the pipe or shaft to be 
carried up from the drains, may be deemed to provide the 
necessary opening for ventilation which would otherwise be 
obtained by means of such last-mentioned pipe or shaft. 


Nore.—This clause is intended to secure efficient ventilation in the drains 
of a new building. The clause is necessarily somewhat lengthy and cumbersome, 
owing partly to its having been found desirable to give two alternate ways (a.) and 
(4.) of carrying out the principle of the byelaw. 

It is important to explain that, since by a preceding clause (No. 63) sewer- 
air or cesspoolair has been excluded from the drains of the building by an 
efficient trap at their lower extremity, the ventilation to be provided under this 
clause is wholly restricted to the house-drains themselves : hence, whatever air 


comes out of them, must, if the trap prescribed by clause No. 63 act efficiently, 
be the air of the house-drains only, 
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HOUSE DRAIN ARRANGEMENTS. 


SEMI-DETACHED HOUSES. 


Diagram N° XXXVI}. 
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HOUSE DRAIN ARRANGEMENTS, 
ATTACHED HOUSES. 


Diagram IN? XXXVI. 
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HOUSE DRAIN ARRANGEMENTS. 


Diagram N° XXIX. 
DETAIL OF MAIN DRAIN DISCONNECTING TRAP 
WITH AIR INLET IN STREET FOOTPATH. 
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HOUSE DRAIN ARRANGEMENTS. 


Diagram N° XXX. 
MAIN DRAIN DISCONNECTING TRAP WITH c 


AIR INLET IN KERB OF STREET FOOTPATH. 
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and flushing, a four-inch drain ts, as a rule, found to be adequate, the hardship or 
incunvemience of providing ventilating pipes of equal sectional area with the 
drains ceases to exist. In the case of a four-inch dram, moreover, the soil-pipe, 
which is required to be four inches in diameter (see clause No. 66), may be made 
to adequately serve as one of the ventilating pipes of the drain. 

Sub-section (iv.) prohibits the formation of needless bends and angles in the 
ventilating pipes. It has been estimated that a single right angle in an an-pipe 
impedes the passage of air along it to the catent of some so percent + it will 
therefore be readily percetved that all needless bends and angles so commonly 
seen in carrying ventilating pipes past projecting eaves, Ac., should be avoided. 

Sub-section (v.) permits the soi-pipe of a watercloset to be used as one of 
the requisite drain ventilating pipes or shafts where, in point of size, position, and 
other particulars, it comphes with the conditions lad down for such pipes. 

The annexed hthograph diagrams, which have been specially prepared for 
this work by Mr. Rogers Field, Member of the Institutron of Cudl Engineers, will 
be found of material assistance In explaining how the requirements of this clause 
should he carried out 

Diagram No. ANVI. shows a detached house having a forecourt separating it 
from tle street. Here the disconnecting trap requned by clause No. 63 15 
provided in the drain ata short distance within the front boundary fence of the 
premises, and immediately on the house side of this trap, and at the ground level 
as required in paragraph (@ ), 1s the iniet-ventilator to the main drain, while at the 
farthest point therefrom —namely, the highest part of the drain the outlet- 
ventilator 15 carned up to a heght of at least 44 fee and of Course away from 
windows, ventilators, and chimney tops At intermediate pomts are trapped 
gulleys for recenimg the waste water from the bath and the scullery sink. while at 
another point, serving as a ventilator toa tributary dram, as the soi pipe from a 
watercloset. “Phe imlet-ventilator mas usefully be rn the form of a man hale with 
a grating cover as shown in Dingram No ANNE Endeed, every proper system 
of drains ought to be provided with means of access to them for purposes of 
Inspection and Cleansiny —such arrangements will offen obviate the necessity for 
opening the ground and breaking the drain pipes which occasionally has to be 
done to remove obstructions. 

Diagram No. NNVIT shows a sempedetached house having no forecourt, but 
abutting directly on the street. Tn this case the main dramas brought along the 
side of the house, and the disconnecting trap required by clause No 63 15 provided 
just before the drain passes under the public footpath — from the house side of 
this trap a ventilating shaft wocamed up not tess than few fees in herht, as 
required by paragraph (4), and the second requisite ventilating Opening is formed 
at the ground Ievel in the baekyard \tntenmechate pomts are the ventilated 
soil-pipe of a watercloset and the trapped gully for recening the waste water from 
the scullery sink. 

Inagram No ANVITIT. shows a terrace house -attached on cither side. - 
abutting on the street. In this instance the dram, where it of necessity passes 
beneath the house. 15 embedded in and surrounded with conerete, and has a 
ventilating opening at each end thereof. (as required by the fourth and fifth 

,paragraphs of clause No. 62) Here the trap requned by clause No. 63 15 placed 
outside the curtilage of the premises, beneath the street itself, and the ventilating 
opening immediately on the house side of it, bemy at the ground level, occurs 
either in the surface of the footpath or in the kherbing.  Sce second paragraph of 
Note to clause No. 63. Diagrains No AXITX. and ANN show the arrangement 
of these traps and ventilating openings to a large scale, together with details. In 
Diagram No NNIN. the opening is in the surface of the footpath, and is covered 
by a cast-iron lid duly perforated, and beneath the pertoration is a small dirt-box, 
with “ weeper,” for allowing rain-water to pass away, 

In Dnagram No. XXX. the venulating opening is formed in the vertical side 


No inlet 
to drains 
within 
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of the kerbing by means of a properly made cast-iron box covering the top of 
the shaft, but having the requisite openings in the vertical side next the chan- 
nelling. A movable lid is formed in the tup in order to afford access to the 
trap. - 

If from any cause the requisite ventilating opening cannot be formed in the 
footway, orsn the kerb, it may be arranged —as shown by dotted lines in the 
general section Diagram No XXLX —by means of heavy cast-1.on piping, in long 
lengths well caulked at the joints, either in a chase in the wall of the building or 
inmediately against the inner face of the wall, with a bend at the top Icading to 
an openmy in the outer face of the wall just above the ground level 

Where the watercloset accommodation on any premises is outside the 
dwelling-house, and there is no communication with a drawn for other purposes 
inside the house, the arrangements contemplated in the foregoing Clause may be 
modified so as to dispense with the ventilating shafts altogether where the 
distance between the watercloset and the trap which 15 required by model 
clause No. 63 ts not more than few feet, and so as to requiie only one such 
shaft where the distance between the water closet and the trap does not exceed 
thirty fect. ‘The following proviso has been framed to give effect to this 
aurangement : - . 


Provided always, that where a waterclosct shall be con- 
structed so as not to have any internal communication with any 
building, and where the distance between the watercloset and 
the trap which, in pursuance of the byclaw in that behalf, shall 
be provided between the drain with which such watercloset 
communicates, and the sewer or other means of drainage into 
which such drain may lawfully empty, shall be not morc than 


fen feet, or shall be more than fen feeZ, and not more than ¢herty 


Jeet, the following provisions shall have effect, that ts to say :— 


(a.) Where such distanee shall be not more than ex feet, 
the requirements of this byclaw shall not apply to the case. 

(2.) Where such distance shall be more than ¢ex feet but 
shall not be more than ¢Airty fees, an opening shall be obtained 
by carrying up from a point in’ the drain with which the water- 
closet communicates, as far distant as may be practicable from 
the trap, which, in pursuance of the byelaw in that behalf, shall 
be provided between such drain and the sewer or other means 
of drainage into which it may lawfully empty, a pipe or shaft, 
vertically to such a height and in such a manner as effectually to 
prevent any escape of foul air from such pipe or shaft into any 
building in the vicinity thereof, and in no case to a less height 
than éen feet, and such pipe or shaft shall be of a sectional area 
not less than that of the drain with which it may communicate, 
and not less in any case than the sectional area of a pipe or 
shaft of the diameter of Jez tuches. 


66. A person who shall erect a new buildiny shall not con- 
struct any drain of such building in such a manner as to allow 


buildings any inlet to such drain (except such inlet as may be necessary 
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from the apparatus of any watercloset) to be made within such 
building. 
He shall Cause the soil pipe from every watercloset in such Sve, situa- 


e . ° . ° ~ tia 18 { 
building to be at least four tuches in diameter, and to be fixed \cntuaton 


outside such building, and to be continued upwards without ef seil- 
diminution of its diameter, and (except where unavoidable)?" 
without any bend or angle being formed in such soil pipe to 
such a height and in such a position as to afford, by means of 
the open end of such soil pipe, a safe outlet for sewer air. , 

He shall so construct such soil pipe that there shall not be sel vipe 


any trap between such soil pipe and the drains, or any itn 


(other than such as may necessarily form part of the apparatus fv. 
of any watercloset) in any part of such soil pipe. 

He shall also cause the waste pipe from every bath, sink Waste 
(not Being a slop sink constructed or adapted to be used for }irst 


isc hanpe 


receiving any solid or liquid filth), or lavatory, the overflow pipe im the open 
from any cistern and from every safe under any bath or water-*" 
closet, and every pipe in such building for carrying off waste 
water to be taken through an external wall of such building, and 
to discharve in the open air over a channel Ieading to a trapped 
gully grating at least ezehteen inches distant. 

He shall, as regards the mode of construction of the waste Sor sinks 


ter doe aes 


pipe from any slop sink constructed or adapted to be used for water. 
receiving within such building any solid or liquid filth, comply in o> 
all respects with such of the provisions of this byclaw as are 
applicable to the soil pipe from a waterclosct. 


Notr.—The objects of this clause are to effectually prevent the passage of 
drain-air into buildings :—- 


The first paragraph contains the important prohibition of any drain-opening 
inside a building, thus rendering it unnecessary for any drain to be brought 
through the walls of, or beneath a building, as is frequently but very improperly 
done —as, for example, in order to connect the drain with a gulley in the cclhu. 
In such a case the cellar should have a surface-channel leading to an caternal 
area or to an external gulley-trap. 

The second paragraph deals with the soil-pipe of a watercloset, and, afte 
prescribing the minimum size, requires it to be fixed on the outside of the build- 
ing, where it is far less likely to be a source of danger than ts possible if it be 
fixed inside the building. Such an arrangement ought not to be difficult in a 
new building. It next requires the soil-pipe to be extended upwards as shown in 
Diagrams Nos. XXVII. and XXXIIIa. 

The provisions of the third paragraph are desirable in orderto avoid a use- 
less impediment in the passage of sewage from the soil-pipe to the drain. ‘They 
are likewise essential where, asin Diagram No. XXXIIIA., the soil-pipe is used as 
a means of securing the through-ventilation of the house-drain under clause No. 65. 
An air pipe to prevent the untrapping by suction of the trap beneath the watercloset 
apparatus or scullery sink may be necessary in some instances, but as it forms no 
part of the requirements of the clause it has not been included in the diagram. 
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The requirements of the fourth paragraph relate to waste-pipes and the like, 
and are Important as securing the necessary break in the continuity of air in the 
Waste-pipe and dram, but there would be advantage if a paragraph were added 
to the clause requiring the provision of a trap in the waste pipe from every bath, 
sink, lavatory, Xe A trap of a suitable sort is Shown in Diagrams Nos, NNXIIIa. 
and NNNILT. “Phese diagrams also show how a rain-water pipe should be discon- 
nected from the drams -a point that it would likewise be well to enforce by 
aspecialregulation  Ttas always to be remembered that gullevs, even above 
the water trap ino them, tend to beeome toul, and waste-pipes soon become 
coated on the inside with offensive matter. For these reasons it is im practice 
found expedient not only to provide a trap in every waste-pipe, as above sug- 
gested, but to arrange such ptpe so that it shall not deliver directly over or into 
a gulley: the outlet of the waste-pipe being at a certain distance at one side of 
or opposite the culley. See Diagram No. NNNIV. ‘This, moreover, ensures 
the mouth of the waste-pipe being visible and also accessible for the ready 
removal of filth in the waste-pipe itself as well as im the gulley. Mr. Rogers 
Iield has further prepared Diagram No. NANI. which, though it does not 
strictly comply with the requirement Jast referred to, nevertheless shows a way 
of disconnecting the waste-pipe of a scullery sink ina basement storey from the 
diain when there is no area outside the external walk Tt will be observed that 
at the bottom of the trap is an iron bucket (tarred and sanded to prevent rust) 
which may be hfted out by means of the lonz handle provided, and thus grease 
and sediment in the trap can be frequently and periodically removed. 
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The slop-sink referred to in the fifth paragraph relates only to such sinks as 
are commonly used in hospitals and elsewhere. and which. since they receive 
excreta, should in point of construction be dealt with as waterclosets — Ordinary 
housemaids sin&s are not here referred to 

As bearmg upon the requirements of this clause, at qaay he useful to refer to 
the case of the Guardians of the Chetty Onion, acting as Rival Sanitary 
Authority, App antsy vo Water Pitre Varreco. Respondent (Queen's Bench 
Division, March rytho aS8S8y)oin whieh an appeal was brought by the Chertses 
Rural Sanitary Authority agaist a decision of the Justices of Chertsey, 
dismissing a complamt against Mai. Marreco for breaches of the building byehaw 
(made under the Public Health Vet. 1875, and duly contitmed by the TP ocal 
Government Board), which directs that the sou pipes to every new building shall 
be at least four inches in diameter, and be fined outside the building ; and that 
every pipe for carrving off water should be taken through an external wall, and 
discharge in the open air over a trapped gulley grating. Mr. Gillespie, at the 
hearing before the justices, contended that such byelaw was a/fra aires and 
invalid, and a mayornty of them appear to have adopted has view dismissing the 
case. ‘Vhe sanitary authorty gave notice of appeal against such deeision as 
erroneo@®s in point of Jaw. “The Court of Appeal, atter hearing Mr. Leigh 
Bennett for the appellants and reading the special case, no counsel appearing 
for the respondent, ordered that the determunation of the pustices, dismussing the 
complaint, should be reversed. and that the case should be remitted to the said 
justices to be re-heard by them. ‘This decision fully establishes the validity of 
the important sanitary provision contained in the byeluws. 
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With respect to waterclosets, carthclosels, privics, ashpils, and 
cesspools in connexion with buildings. 


Notre —The words “ carthclosets” and ‘‘privics” should not be erased 
from the above heading cven in the case of towns where it 1s desired that 
waterclosets should be untversally adopted, because such alternative forms of 
closet-accommodation are capressly recognized as permissible under sections 35, 
36, and 37 of the Public Health Act, 1875 (see pp. 197 & 198). If, however, it be 
desired to avoid, as far as possible, the erection of such structures as privies, this 


Position of 


watcr- 
closets and 
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closcts. 


Every 
water 
Closet on 
eartheloset 
to have 
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Water 
Closet or 
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to have 
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may perhaps be best effected by applying every stringency that can reasonably be 
embodied in byclaws, both to their construction and to their scavenging. See 
also Note as to Cleansing of Privies, &c., p. 21. Tt will be observed that no 
provision is made in the Model Code for regulating the construction of trough 
closets with automatic flushing apparatus. Sanitary authorities would do well, 
when making or revising byclaws for their district, to consider whether, as closets 
of the hind referred to have been found to be well adapted for out-door use in 
connection with schools and other institutions, occasions may not arise when 
such closets might be advantageously adopted in the case of some new building 
in the district. In that event. modification of certain of the model clauses 
would be necessary in order to permit of the construction of such closets. 

In the case of Burton, Appellant. v. -fcfen, Respondent (51 J. P. 566), tub- 
closets were held to be privies, and they can, therefore, be regulated as such. 


67. K-very person who shall construct a watercloset or earth- 
closet in a building shall construct such watercloset or earth- 
closet in such a position that one of its sides at the least shall be 
an external wall. ‘ 


Nott - It becomes necessary that at least one of the enclosing walls shall 
be an external wall, both in Connesion with the following Clause, No. 68, and in 
order to assist in preventing the carrying of the soil-pipe through the interior of 
any building in which a watercloset may be situated. See clause No. 66, 
paragraph 2. 


68. Tvery person who shall construct a watercloset or earth- 
closet in connexion with a building, whether the situation of such 
watercloset or ¢arthcloset be or be not within such building, 
shall construct in one of the walls of such watercloset or carth- 
closet a window of not less dimensions than fo feet by one foot, 
exclusive of the frame, and opening directly into the external air. 

He shall, in addition to such window, cause such watercloset 
or cartheloset to be provided with adequate means of constant 
venulation by at Teast one air-brick built in an external wall of 
such watercloset or carthcloset, or by an air shaft, or by some 
other effectual method or appliance. 


Nort. --The dithculty, if not impossibility, of efficiently ventilating a water. 
closet or an earthcloset except by means of at least one window opening directly 
Into the outer air, renders the first paragraph of this clause absolutely necessary. 
The size of the window very generally provided 1s quite insufficient to secure even 
the proper lighting of a watercloset, a point on which its cleanliness is very largely 
dependent. Hence it becomes further necessary to specify a minimum size of 
window, and in order to ensure that the window sash shall be made to open, 
the following words may properly be added at the end of paragraph 1 of the 
clause: “He shall construct every such window so that one half at the least may 
be opened, and so that the opening may extend in every case to the top of the 
window.” It may be necessary here to point out that a skylight cannot properly 
be substituted for a window ; as it affords a very indifferent means of ventilation. 
The next paragraph provides for the second opening in the closet, which is 
essential for ensuring constant movement of air. 
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69. Every person who shall construct a watercloset in con- aa 3 
e e s e WwW 
nexion with a building shall furnish such watercloset with eee 


separate cistern or flushing bor, of adequate capacity, which Gextiobe 
shall be so constructed, fitted, and placed as to admit of the tom that 


supply of water for use in such watercloset without any direct elas 
connexion between any service pipe upon the premises and 
any part of the apparatus of such watercloset, other than such 
cistern, or flushing bon. 

He shall furnish such watercloset with a suitable apparatus Wer 


closet to 


for the effectual application of water to any pan, basin, or other have tush: 
receptacle with which such apparatus may be connected: and (ik apps 
used, and for the effectual flushing and cleansing of such pan, 

basin, or other receptacle, and for the prompt and effectual 
removal therefrom of any solid or liquid filth which may from 

time to time be deposited therein. 

He shall furnish such watercloset with a pan, basin, or other Water. 

suitable receptacle of non-absorbent material, and of such shape an 


v have prop 
of such c: ‘tps icity, and of such mode of construction as to receive ep basin 


and contain a sufficient quantity of water, and to allow all filth 
which may from time to time be deposited in such pan, basin, or 
receptacle to fall free of the sides thereof, and directly into the 
water received and contained in such pan, basin, or receptacle, 
He shall not construct or fix under such pan, basin, or recep- Wer 


tacle any “container” or other similar fitting. ae : 
° ! ) 
He shall not construct or {ii in or in connexion with the prohibited, 


watercloset apparatus any trap of the kind known as a 
“T) trap.” 


Norn —The great danger of supplying a watercloset direct from) a water 
main instead of through the intervention of a cistern has been shown hy 
numerous outbreaks of cntene (typhoid) fever which have resulted from the 
adoption of the former practice, a method of supply which during intentional 
or unavoidable intermissions im the waterservice facilitates and ensures the 
forcible suction of toul air and, at times, other matters into the mains of the 
watersservice Hence the provision of service cisterns for waterclosets should: be 
insisted on, so as to ensure a complete break between the interior of the closet- 
basin and the water-rmaim : but even when such a cistern is provided, there still 
remains a tendency for the escape of foul air from the basin of the closet up the 
service pipe and through the body of water in the cistern itself, thus leading to 
contamination of the water Tt as, therefore, further important that watereloset 
cisterns Should supply waterclosets only, and that no other supply pipes should 
be carned from them, ‘The ordinary water waste preventing cistern answers the 
purpose efficiently 

Vhe second paragraph provides for the flushing out of the basin of the 
watercloset by means of suitable apparatus, and therefore practically prohibits 
the use of basins dependent solely on hand flushing. 

With reference to the third paragraph, it should be noted that the basin is 
to be of such a shape. Ac, that the cxereta shall fall directly into water 
without fouling the sides of the basin. ‘Thus, any such structure as the common 
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long hopper-shaped basin, which admits of the soiling of the sides, and which is 
usually very inefficiently Gleansed by a sluggish flow of water in a spiral course 
round the sides, is virtually prohibited = Diagrams NAAVE. and ANAVIT show 
basins of suitable shape 

Keferrmng to the fourth and fifth pourasraphs, it must be remembered that 
the retention of filth mn watcrelosets constructed with cither a ‘container ” or a 
“DP trap is necessary such as to cause msk of offemsiveness and of danger to 
heath. Sach apparatus should. therefore, in every case be prohibited = Diagram 
No XNNN. has been accurately copied) from a closet of which a section was, 
Inthe first mstance, nade. and at shows both the “1 trap” and * container,” 
together with the deposit of filth which speedily accumulates in them Diagrams 
Nos XNAAVID and ANNAVTE show waterclosets ino which these objectionable 
tpphanees are avoided. 
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70. Every person who shall construct an earthcloset in con- Earth: 
nexion with a building shall furnish such ecarthcloset: with a have dry 
receptacle of suitable construction and of adequate capacity, for See 
dry earth or other deodorizing substance, and he shall con- 
struct and fix such receptacle in such a manner and ins such 
a position as to admit of ready acecss to such receptacle for 
the purpose of depositing therein the necessary supply of dry 
earth or other deodorizing substance. 

He shall construct or fix in connexion with such receptacle 
suitable means or apparatus for the frequent and effectual 
application of a sufficient quantity of dry earth or other 
deodorizing substance to any filth which inay from time to time 
be deposited in any pan, pit, or other receptacle for filth con- 
structed, fitted, or used in or in connexion with such earth- 
closet. 


Nore.—The success of the carthcloset system is dependent on there being 
at hand a sutheient supply of dy carth , henee the necessity for the receptacle 
referred to As to this, see also Byclaws as to Cleansing of Earthclosets, Note 
to clause No 3, page 210 “Po cnsure the effectual appheation of the dry earth 
to the excreta, itis usually found destrable that the receptacle shall form a part 
of the Closet apparatus, and that at should be so fitted as to ensure, by some 
ethaent automauc or other action, the regular application of the dry earth to the 
contents of the receptacle 


71. Every person who shall construct an earthchoset in con- Astoearth 
closets 
nexion with a building, and shall provide in or in connexion with paving fix 


such carthcloset a fixed receptacle for filth, shall construct on 
or fix such receptacle in such a manner and in such a 
Lu 
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position as to admit of the frequent and effectual application 
of a sufficient quantity of dry earth or other deodorizing sub- 
stance to any filth which may from time to time be deposited 
in such receptacle, and in such a manner and in such a position 
as to admit of ready access to such receptacle for the purpose of 
removing the contents thereof. 

He shall not construct such receptacle of a capacity greater 
than may be sufficient to contain such filth and dry earth or 
other deodorizing substance as may be deposited therein during 
a period not excecding months, or in any case of a capacity 
excecding cubic fect. 

He shall construct such receptacle of such material or 
materials, and in such a manner, as to prevent any absorption by 
any part of such receptacle of any filth deposited therein, or any 
escape, by leakage or otherwise, of any part of the contefits of 
such receptacle. 

Hi¢ shall construct or fix such receptacle so that the bottom 
or floor thereof shall be at least tnches above the level of 
the surface of the ground immediately adjoining the earthcloset, 
and so that the contents of such receptacle may not at any time 
be exposed to any rainfall or to the drainage of any waste water 
or liquid refuse from any adjoining premises. 


NoTE.—See Note toclause No. 70, page 145. The'period ‘three months,” 
and the capacity of “forty cubic feet,” which 1s needed for an accumulation 
extending over that period, have been inseited in numerous instances in the 
second paragraph for reasons already explained. (See Byelaws as to Cleansing 
of Marthclosets, page 21.) With a view of keeping the contents of the earth- 
closet dry - a condition essential to its success as an efficient means of excrement 
disposal—the bottom or the floor of the receptacle should be at least three fnches 
above the level of the surrounding ground, and accordingly this height, at least, 
should be specified in the fourth paragraph. 

It will, however, be noted that under clause No. 67, the construction of 
earthclosets inside buildings is permitted, and it may hence be desirable in a 
separate clause to distinguish between carthclosets inside and earthclosets outside 
buildings, with reference to the capacity of the receptacle. Where earthclosets 
are constructed inside buildings, it) will also, under ordinary circumstances, be 
found desirable to require a movable receptacle or pail, and since no such 
receptacle holding more than one week's contents can be easily handled for the 
purposes of scavenging, its capacity may very properly be hmited to a maximum 
of ¢wo cubse feet. 

In some cases it is thought desirable definitely to exclude earthclosets with 
fixed receptacles from the interior of houses. Where this is done the model clauses 


71 and 72 should be struck out and the following three clauses inserted in 
their place :— 


714. Every person who shall construct an earthcloset in 
connexion with a building, and shall provide in or in con- 
nexion with such earthcloset a fixed receptacle for filth, shall 
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construct such earthcloset outside such building, and shall con- 
struct or fix the receptacle of such eartheloset in such a manner 
and in such a position as to admit of the frequent and etfectual 
application of a sufficient quantity of dry earth or other deode- 
rizing substance to any filth which may from time to time be 
deposited in such receptacle, and in such a manner and in such 
a position as to admit of ready access to such receptacle for 
the purpose of removing the contents thereof. 

He shall not construct such receptacle of a capacity yreater 
than may be sufficient to contain such filth and dry earth or 
other deodorizing substance as may be deposited therein during 
a period not excecding ¢4ree months, or in any case of a capacity 
excecding forty cubic feet, 

He shall construct such receptacle of such material or materials, 
and in such a manner, as to prevent any absorption by any part 
of such receptacle of any filth deposited therein, or any escape, 
by leakave or otherwise, of any part of the contents of such 
receptacle. 

He shall construct or fix such receptacle so that the bottom or 
floor thereof shall be at least ¢hxee rfuches above the level of the 
surface of the ground immediately adjoining the cartheloset, and 
so that the contents of such receptacle may not at any time be 
exposed to any rainfall or to the drainage of any waste water 
or liquid refuse from any adjoining premises. 


71B. Ievery person who shall construct an carthcloset in con- 
nexion with, but not within a building, and shall provide in or in 
connexion with such earthcloset a movable receptacle for filth, 
shall construct such earthclosct so that the position and mode of 
fitting of such receptacle may admit of the frequent and effectual 
application of a sufficient quantity of dry carth or other deodoriz- 
ing substance to any filth which may from time to time be 
deposited in such receptacle, and may also admit of ready access 
to that part of the carthcloset in which such receptacle may 
be placed or fitted, and of the convenient removal of such 
receptacle or of the contents thereof. 

He shall also construct such carthcloset so that the contents 
of such receptacle may not at any time be exposed to any 
rainfall or to the drainage of any waste water or liquid refuse 
from any adjoining premises. 


71c. Every person who shall construct an earthcloset within 
a building shall construct such earthclose for use in combina- 
tion with a movable receptacle for filth. 
He shall construct such earthcloset so as to admit of a 
L 2 
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movable receptacle for filth of a capacity not exceeding two 
cubic feet being placed and fitted beneath the seat in sucha 
manner and in such a position as may effectually prevent the 
deposit upon the floor or sides of the space beneath such seat, 
or elsewhere than in such receptacle, of any filth which may 
from time to time fall or be cast through the aperture in such 
seat. 

He shall construct such receptacle in such a manner and in 
such a position as to admit of the frequent and effectual applica- 
tion of a sufficient quantity of dry earth or other deodorizing 
substance to any filth which may from time to time be deposited 
in such receptacle, and in such a manner and in such a position 
as to admit of ready access for the purpose of removing the 
contents thercof. 


72. levery person who shall construct an earthcloset in 
connexion with a building, and shall provide in or in con- 
nexion with such carthcloset a movable receptacle for filth, 
shall construct such carthcloset so that the position and mode of 
fitting of such receptacle may admit of the frequent and effectual 
application of a sufficient quantity of dry carth or other 
deodorizing substance to any filth which may from time to time 
be deposited in such receptacle, and may also admit of ready 
access to that part of the carthcloset in which such receptacle 
may be placed or fitted, and of the convenient removal of such 
receptacle or of the contents thereof. 

He shall also construct such carthcloset so that the contents 
of such receptacle may not at any time be exposed to any 
rainfall or to the drainage of any waste water or liquid refuse 
from any adjoining premises. 


Not: — The conditions specified in the first paragraph are essential to the 
efficient working and scavenging of earthclosets, and the absolute necessity of 
keeping the contents of such a closet as dry as possible call for the provisions 
specified in the second paragraph 


73. Every person who shall construct a privy in connexion 
with a building shall construct such privy at a distance of sr 


feet at the least from a dwelling-house or public building, or any 


building in which any person may be or may be intended to be 
employed in any manufacture, trade, or business. 


Note.—A privy constructed on the principles, and of the capacity required 
under clauses Nos. 75 to 79 may, if properly supervised and regularly scavenged, 
be placed without risk of nuisance, as nearas sev fee? to the buildings mentioned. 
If, however, a greater distance be desired, 1t would be necessary to make a cor- 
responding increase in the prescribed minimum distance across the requisite 


/ 
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open space at the rear of a domestic building, as the fe feet specified in clause 
No. 54 1s only sufficient to allow of the construction of the privy at the distance 
of sex feet, as prescribed in this clause. See Diagram No. NVIIL, p. 118. 


74. A person who shall construct a privy in connexion with Proaimity 


a building shall not construct such privy within the distance of eae 


feet from any well, spring, or stream of water used, or likely sepply. 
to be used by man for drinking or domestic purposes, or for manu- 
facturing drinks for the use of man, or otherwise in such a 
position as to render any such water liable to pollution. 


Nore.—Water very readily absorbs the noxious effluvia and emanations \ 
from excreta and other filth, and since privy contents may at any moment contain | 
the specifically polsonous matter of tyoo ud teaver or other allied diseases, its of 
the utmost importance to ensure the safety of water supplies for domestic and 
other specified purposes by seme such chiuse as this one. “Phe distance to be 
insert@d in the blank space should not, under ordinary Cicumstances, be less 
than some forty fet lt may be thought desiable by some authorities to make, 
the byelaw appleable also to all tanks or cisterns contuming a domestic water 
supply, but such a requirement could: easily be evaded by constructing the tank 
or cistern within the specified distance a/fer the privy had been erected. 


75. Every person who shall construct a privy in connexion Peter o 
’ privics to 


with a building shall construct such privy in such a manner and allow re- 


insuch a position as to atlord ready means of access to such athe 


privy, for the purpose of cleansing such privy and of removing from, 
hlth therefrom, and in such a manner and ino such a position as 
to adimit of all filth being removed from such privy, and from the 
premises to which such privy may belong, without being carried 
through any dwelliny-house or public building, or any building 


Pe Ts 
in which any person may be, or may be intended to be employed 
in any manufacture, trade, or business. 


NoreE.—This clause should be read in connexion with clause No 4 of the 
series of byelaws relating to the Prevention of Nuisances, page 30, since both of 
them have reference to the prevention of nuisance in connesion with the Cleansing 
of privies, &c | Any one having experience of the grave nuisance which arises 
in some of our older towns where the privies are so placed as to necessitate 
their contents being carried through buildings during the process of scavenging 
must admit the need of the above clause. It will be seen that although, as was 
explained in a Note to clause No. 6 (anfe p 73), the provision of a back 
passage cannot be enforced generally, it 16 permissible to prohibit the construc- 
tion of privies where no back passages are provided. In the exceptional instances 
where neither a back street nor a passage between the houses can be contrived 
so as to afford communication with the public thoroughfare for the purposes of 


the removal of filth, some ot. er form of closet than the privy will have to be 
adopted. 


76. Every person who shall construct a privy in connexion poe: 
with a building shall provide such privy with a sufficient opening privies. 


Floor of 
privies. 


Privies 
with mov- 
able recep 
tacles, 


for ventilation, as near to the top as practicable, and commu- 
nicating directly with the external air. 


He shall cause the floor of such privy to be flagged or paved 
with hard tiles or other non-absorbent material, and he shall 
construct such floor so that it shall be in every part thereof ata 
height of not less than szx zuches above the level of the surface 
of the ground adjoining such privy, and so that such floor shall 
have a fall or inclination towards the door of such privy of sadf 
an inch to the foot. 


Note.—The provision in the first paragraph is intended to secure the efficient 
ventilation ofthe privy. ‘The requirements specified in the second have reference 
to its cleanliness. ‘They ensure, amongst other things, that the floor of the privy, 
as distinguished from that of the space beneath the privy seat, shall be above the 
level of the ground outside ; and in order to prevent water with which the floor 
is washed from making its way into that space, and thus causing wetness éf the 
contents of the “receptacle,” a distinct fall towards the door is required. 


77. Every person who shall construct a privy in connexion 
with a building, and shall construct such privy for use in com- 
bination with a movable receptacle for filth, shall construct over 
the whole area of the space immediately beneath the seat 
of such privy a flagged or asphalted floor, at a height of not 
less than ¢Aree caches above the level of the surface of the ground 
adjoining such privy; and he shall cause the whole extent of 
each side of such space between the floor and the seat to be 
constructed of flagging, slate, or good brickwork at least szze 
tnches thick, and rendered in good cement or asphalted. 


He shall construct the seat of such privy the aperture in 
such seat, and the space beneath such seat, of such dimensions 
as to adimit of a movable receptacle for filth of a capacity not 
exceeding faa cubic feet being placed and fitted beneath such 
seat in such a manner and in such a position as may effectually 
prevent the deposit, upon the floor or sides of the space beneath 
such seat or elsewhere than in such receptacle, of any filth which 
may from tune to time fall or be cast through the aperture in 
such seat. 


He shall construct the seat of such privy so that the whole of 
such seat, ora sufficient part thereof, may be readily removed 
or adjusted in such a manner as to afford adequate access to the 
space beneath such seat for the purpose of cleansing such space, 
or of removing therefrom or placing and fitting therein the 
appropriate receptacle for filth. 





DIAGRAM Now XXXVI, 


Notre.—The kind of privy referred to in the foregoing clause is intended to 
receive excreta alone, and under such circumstances some form of movable 
receptacle or pail 1s necessary for purposes of cleanliness and of facility: of 
scavenging. See Diagram No. XNNVITT. Phespace beneath the seat in which 
the pail is placed should be enclosed and floore: 
both in order to prevent soakage into it of surtece or subsoil water, as also with a 
view to the immediate detec tion and prevention of wetness resulting from MMproper 
use of the receptacle (as eg, the emptying of 5 
must be kept well above the level of the surrounding surface So, also, the Calpine Ity 
of the movable receptacle has to be lamited, in order to ensure the removal of tts 
contents at least once a week; the longest period during which exereta, which 
have not been duly mixed with some deodorizing or other suitable materia, should 
be allowed to accumulate in the vicimity of dwelling-houses and other buildings. 
The last paragraph provides for such removal and for the substitution of a clean pw. 

Where it 1s desired to permit the removal of the pall or movable receptacle 
from the outside without entering the privy, some modification of the last part uf 
paragraph 1, and of the first part of paragraph 3, will be necded. 


78. Every person who shall construct a privy in connexion 
with a building, and shall construct such privy for use in com- 
bination with a fixed receptacle for filth, shall construct or fix in 
or in connexion with such privy suitable means or apparatus for 
the frequent and effectual application of ashes, dust, or dry 
refuse to any filth which may from time to time be deposited in 
such receptacle. 

He shall construct such receptacle so that the contents thereof 
may not at any time be exposed to any rainfall or the drainage of 
any waste water or liquid refuse from any adjoining premises. 


Privies 


with fixed 


recep: 
tacles. 


152 


He shall construct such receptacle of such material or mate- 
rials and in such a manner as to prevent any absorption by any 
part of such receptacle of any filth deposited therein or any 
escape, by leakage or otherwise, of any part of the contents of 
such receptacle. 

He shall construct such receptacle so that the bottom or floor 
thereof shall be in every part at least ‘Arce inches above the 
level of the surface of the ground adjoining such receptacle. 

He shall not in any case construct such receptacle of a 
capacity exceeding cight cubic feel. 

He shall construct the seat of such privy so that the whole 
of such seat, or a sufficient part thereof, may be readily removed 
or adjusted in such a manner as to afford adequate access to 
such receptacle for the purpose of removing the contents 
thereof, and of cleansing such receptacle, or shall otherwise 
provide in or in connexion with such privy adequate means 
of access to such receptacle for the purpose aforesaid. 

Note.—Whcere no movable receptacle or pail is intended to be used, it Is 
requisite the ashes or dry refuse should be regularly mingled with the excreta in 
the fixed receptacle, fe., in the space beneath the seat. And with a view of 
securing the greatest procurable dryness of contents, that space must be con- 
structed of impervious materials ; 1t must be protected from rainfall and also from 
the soakage into it of subsoil and surface-water Wetness of contents ensures rapid 
decomposition of contents and consequent nuisance As to keeping the floor 
three inches above the level of the ground outside, see Note to clause No. 77. The 
limit im the capacity of the receptacle, fe¢., eset cubte feet (see Diagram No. 
XXXIX.), is intended to ensure a weekly scavenging As to this, see capacities 
of receptacles, Appendix No. I., page igt. 





DIAGRAM Nea XXXIX. 
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79. A person who shall construct a privy in connexion with Privies not 


e ® 7 2 “ be t 
a building shall not cause or suffer any part of the space under municete 


the seat of such privy, or any part of any receptacle for filth in with 
or in connexion with such privy, to communicate with any drain. 


NotTr.—Since the adoption of cither a pail system or of such arrangements 
as tend to dryness of privy contents is needed in order to secure freedom from 
nuisance, it 1s obvious that there 1s no need for provision to meet the condition— 
viz., wetness of contents—which of all others should not be allowed to eust. 
Indeed, the provision of means of drainage will, by suggesting that the privy 
receptacle may be used for slop-water, &c, defeat the end held) in view, viz, to 
secure the utmost possible dryness of contents. Besides which, the drainage of 
privies, middens, or ashpits has been almost invanably round to choke the drains 
and the sewers with which they may be connected. .\ most offensive material 
then accumulates, and this causes both nuisance and injury to health to persons 
living in dwellings with which such drains and sewets are connected. 





DIAGRAM No. N/. 


An examination in Manchester of certain sewers with which drains from 
midden-pnvies were connected, Jed to the discovery that they were to a great 
extent blocked with a mass consisting of © small coal, ashes, bits of broken pot, 
and fecal matter, cemented by the latter into a strong mortar” Diagram 
No. XL. shows the actual state of the sewers in question. For further details 
as to this, see Report of the Medical Officer of the Privy Council and Local 
Government Board, 1874 


80. Every person who shall construct an ashpit in connexion Proximity 
with a building shall construct such ashpit at a distance of szx to build. 
feet at the least from a dwelling-house or public building, or any "5 
building in which any person may be, or may be intended to be 


pemployed in any manufacture, trade, or business. 
Note.—Ashpits being made the receptacles for much vegetable and other 
refuse which is lable to decomposition, it 1s important to keep them at least sex 


Jeet from dwelling-houses, &c. See also the Note to clause No. 73, with reference 
to open space at the rear of domestic buildings. 


81. A person who shall construct an ashpit in connexion with Proximity 


a building shall not construct such ashpit within the distance 0 Sei 
of feet from any well, spring, or stream of water used, or supply. 


likely to be used by man for drinking or domestic purposes, 
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or for manufacturing drinks for the use of man, or otherwise 
in such a position as to render any such water liable to pollution. 


Nore.—In order to protect the water from the debris and*fine dust which 
so often fills the air near ashpits when refuse is being cast into them, and also 
from the effluvia of decomposing vegetable matter, &c., the distance to be here 
inserted should not, under ordinary circumstances, be less than some ¢hsrty feet. 
See also latter part of Note to clause No. 74. 


ai 82. Every person who shall construct an ashpit in connexion 
allow re- with a building shall construct such ashpit in such a manner and 
moval of in such a position as to afford ready means of access to such 
therefrom. ashpit for the purpose of cleansing such ashpit, and of removing 
the contents thereof, and, so far as may be practicable, in such a 
manner and in such a position as to admit of the contents of 
such ashpit being removed therefrom, and from the premises to 
which such ashpit may belong, without being carried through 
any dwelling-house or public building, or any building in which 
any person may be, or may be intended to be employed in any 


manufacture, trade, or business. 


NotE.—The provisions of this clause are so obviously necessary that they 
do not call for comment. See, however, Note to clause No. 75. 


eran __83. Every person who shall construct an ashpit in connexion 
with a building shall construct such ashpit of a capacity not ex- 
ceeding in any case sav cubic fect, or of such less capacity as may 
be sufficient to contain all dust, ashes, rubbish, and dry refuse 
which may accumulate during a period not exceeding one weck 
upon the premises to which such ashpit may belong. 


Notr.—Frequent scavening of ashpit contents by the Sanitary Authority 
should be secured in all districts having an urban character, and, apart from the 
desirability of its being done at least once every week, it will, as a rule, be found 
convenient that it should be carried out at the same intervals as regulate the 
cleansing of privies. See Note to clause No. 77. 


Consiiue: 84. [very person who shall construct an ashpit in con- 

tionofash nexion with a building shall construct such ashpit of flag- 

_pits, ; : ; ; 
‘sing, or of slate, or a good brickwork, at least nzne inches 
thick, and rendered inside with good cement or properly 
asphalted. 

He shall construct such ashpit so that the floor thereof shall 
be at a height of not less than ¢hvee zuches above the surface of 
the ground adjoining such ashpit, and he shall cause such floor 
to be properly flagged or asphalted. 

He shall cause such ashpit to be properly roofed over and 
ventilated, and to be furnished with a suitable door in such a 
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position and so constructed and fitted as to admit of the con- 
venient removal of the contents of such ashpit, and to admit of 
being securely closed and fastened for the effectual prevention 
of the escape of any of the contents of such ashpit. 


NoTe.—The more prominent objects to be gained under this clause are as 
follows :—The ashpit will be reasonably substantial; the decomposition of 
its vegetable and other organic contents will not be favoured by wetness resulting 
either from soakage into it of surface or subsoil water, or from rainfall; and 
the removal of its contents will be rendered easy. 


85. A person who shall construct an ashpit in connexion Ashpits 
with a building shall not cause or suffer any part of such ashpit jnnwente” 


Mitniaiedate 


to communicate with any drain. with 


drains, 


. NoTr.—As to this clause, see the Note and diagram appended to clause 
0.79. ¢ 


86. Every person who shall construct a cesspool in con- lreximity 


. ; ee ; of cess: 
nexion with a building shall construct such cesspool at a distance pools to 
of feet at the least from a dwelling-house or public building, "5 


or any building in which any person may be, or may be intended 
to be employed in any manufacture, trade, or business. 


NoTe.—Cesspools should only be resorted to in districts which are so 
sparsely populated that the provision of suitable sewers becomes impracticable. 
They necessarily involve the storage in proximity to dwellings of somewhat large \ 
accumulations of cacremental filth, and hence they are hable to become a source 
of nuisance and of danger to health ‘The possibility of an undetected leakage of 
such filth into the sot about dwellings, as also the need for providing: means of 
ventilation for the cesspool under clause No. 89, render at imperative that | 
cesspools should be kept at a considerable distance from dwelling-houses, &e. 
The minimum distance which should be inserted 15 7/4 feet. 


d 
# 
i 


87. A person who shall construct a cesspool in connexion with Prewumity 


° . * . e CSS 

a building shall not construct such cesspool within the distance pout to 
7 - . ‘ “ry ty v rates ‘ wialer 

of Jeet from any well, spring, or stream of water used, or ie 


likely to be used by man for drinking or domestic purposes, or 
‘for manufacturing drinks for the use of man, or otherwise in such 
a position as to render any such water lable to pollution. 


Nore.—With a view of obviating the risk of water pollution which may follow 
on some undetected defect in a cesspool originally well-constructed, the minimum 
distance inserted should not be less than some sixty to eighty feet. See also Note 
to clause No. 86. 


: : . Position of 
88. Every person who shall construct a cesspool in con seepocls 


nexion with a building shall construct such cesspool in such 4 to allow 


manner and in such a position as to afford ready means of access Semov"l a 


to such cesspool for the purpose of cleansing such cesspool, and therefrom. 


Cesspools 
not to 
communi- 
cate with 
drains. 


Construc- 
tion of 
cesspouls. 


Notices as 
to build 
ings when 
unfit for 
human 
habitation. 
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of removing the contents thereof, and in such a manner and in 
such a position as to admit of the contents of such cesspool 
being removed therefrom, and from the premisess¢o which such 
cesspool may belong, without being carried through any dwelling- 
house or public building, or any building in which any person 
may be, or may be intended to be employed in any manufacture, 
trade, or business. 

He shall not in any case construct such cesspool so that it 
shall have, by drain or otherwise, any outlet into or means of 
communication with any sewer. 


Notr.—The first paragraph of this clause requires such construction of 
cesspools as will ensurc reasonable facilities for their proper cleansing. The 
object of the second paragraph goes very properly to prevent the construction of 
a cesspool anywhere where a sewer 1s available for the drainage of the premises 
in question. As to this, see also Public Health Act, 1875, sec. 47 (3)@p. 199. 


89. Every person who shall construct a cesspool in con- 
nexion with a building shall construct such cesspool of good 
brickwork in cement, properly rendered inside with cement, and 
with a backing of at least zzve inches of well-puddled clay around 
and beneath such brickwork. 

He shall also cause such cesspool to be arched or otherwise 
properly covered over, and to be provided with adequate means 
of ventilation. 


Nore. Wherever cesspools become necessary as a means of drainage, it is 
imperative to prevent, by methods such as are embodied 1n this clause, both their 
hquid and gaseous contents from escaping into, and fouling the surounding soil, 
and their gaseous contents from getting into dwellings by means of drain-pipes or 
otherwise. See also Public Health Act, 1875, sec. 47 (3) p. 199. 


With respect to the closing of buildings or parts of buildings 
unfit for human habitation, and to prohibition of thetr use 
for such habitation. 


Nore.—The above paragraph, being a portion of the 157th section of the 
Public Health Act, 1875, which authorizes the following clause, should not be 
altered. 


90. In every case :-— 


Where, by a notice in writing in the form hereunto ap- 
pended, or to the like effect, and signed by the clerk to 
the Sanitary Authority, and duly served upon or delivered 
to the owner of a building or part of a building erected 
after the date of the confirmation of these pele the 
Sanitary Authority shall certify that it has been repre- 
sented to them that such building or part of a building is. 
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unfit for human habitation, and that, unless on or before 
such day as shall be specified in such notice, such owner, 
by a statement in writing under his hand or under the hand 
of his agent duly authorized in that behalf, and addressed 
to and duly served upon or delivered to the Sanitary Authority, 
shall show sufficient cause why such building or part of a 
building shall not be declared unfit for human habitation. or 
unless, on such day and at such time and place as shall be 
specified in such notice, such owner personally or by his agent 
duly authorized in that behalf shall attend before the Sanitary 
Authority and show sufficient cause why such building or part of 
a building shall not be declared unfit for human habitation, the 
Sanitary Authority will declare such building or part of a building 
unfit for human habitation, and direct that such building or part 
of a beilding shall be closed, and prohibit the use for human 
habitation of such building or part of a building until the same 
shall have been rendered fit for human habitation : 

And where such owner shall fail to show sufficient cause 
why such building or part of a building shall not be declared 
unfit for human habitation, and where, in consequence of such 
failure, the Sanitary Authority by their order, which shall be in 
writing under their seal, in the form hereunto appended 
or to the like effect, and shall be duly signed by their clerk 
and which, ora copy of which shall be affixed in some conspicuous 
position in or upon such building or part of a building, may 
declare that such building or part of a building 1s unfit for 
human habitation, and may direct that, unless and until such 
building or part of a building shall have been rendered fit: for 
human habitation, the same shall be closed, and the use thercof 
for human habitation shall be prohibited :-— 

A person shall not, after the date specified in such order and 
before such building or part of a building shall have been 
rendered fit for human habitation, knowingly inhabit or continue 
to inhabit, or knowingly cause or suffer to be inhabited such 
building or part of a building. 


Nore.—-This clause enables the Sanitary Authority to have any building, or 
any part of a building, which, as provided in the 157th section of Publi Health 
Act 1875, must not have becn erected before the Local Government Acts came 
into force in the district, and which 1s shown to be unfit for human habitation, 
closed against such use until the owner, upon whom the notice 15 to be served, 
has made it fit for human habitation. And it prohibits not only any person from 
letting the building, or the part thereof, for human habitation, but any person 
from inhabiting such building, or part thereof, untilit has been made fit for 
human habitation. 


Annexed are (a.) the form of notice to the owner, and (d.) the form of 
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certificate to be affixed in some conspicuous position on the building, or part 
thereof, declaring it to be unfit for human habitation. 

It will be observed that the clause recognizes the right of the person whose 
interests may be injuriously affected to be heard in defence of those interests. 
The exceptionally stringent provisions of the clause render it imperative that this 
right should receive recognition 1 the terms of the byelaw. Care should in every 
case be taken to ensure that the terms of the notice are in this respect strictly in 
accordance with the terms of the byelaw. 

By the terms of section 157 of the Public Health Act, 1875, Sanitary 
Authorities are precluded from making byelaws which would apply to any 
building crected before the date on which the Local Government Acts came 
into force in the district ; hence this byelaw can only extend tothe closing of such 
buildings. In the case of Burgess v. Peacock (10 L. T., 617), it was held that a 
local board had no power under section 34 of the Iocal Government Act, 1858, 
to make a byclaw relating to buildings erected before the date ot the constitution 
of the district, or to the closing of such buildings when unfit for human 
habitation, or to the prolubition of their use for such habitation. Erle, C.J., 
sid :— The local board of health have power, under section 34 of fhe Local 
Government Act, 1858, to make byelaws respecting the closing of houses unfit 
for human habitation, but the wide words of that part of the section which give 
thein that power are controlled by a proviso, and, piving effect to the plain words 
of the section and the proviso, it seems to me that the local board had no power 
to make a byelaw empowering them to close an old building * * * I am 
clearly of opinion that the proviso at the end of the section was intended to 
lamit the authority of the local board in making byelaws, and that they had no 
power to make a byelaw applying to an old house.” 


(a.) Form of Notice. 


Mistrict of 
To of 
WHEREAS by a statement in writing under the hand of 
Medical Officer of Health (07 Surveyor) of the 
Sanitary Authority for the District of , of which statement a copy is 
contauned im the schedule hereunto annexed, it has been certified to the said 
Sanitary Authority that a certain building or part of a building situate at 
in the said District 1s unfit for human 
habitation ; 


And whereas it has been shown to the said Sanitary Authority that you are 
the owner of such building or part of a building ; 


Now, I , Clerk to the said Sanitary 
Authority, do hereby give you notice that, unless on or before the 
day of 189 , by a statement in writing under your hand or 


under the hand of an agent duly authorized by vou in that behalf, and addressed 
to and duly served upon or delivered to the said Sanitary Authority, you shall 
show to the said Sanitary Authority sufficient cause why such building or part of 
a building shall not be declared unfit for human habitation ; 


Or, unless you shall attend either personally or by an agent duly authorized 
in that behalf before the said Sanitary Authority at their office in 
on day the day of 189 
at o’clock in the noon, and shall then and there 
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show to the said Sanitary Authority sufficient cause why such building or part of 
a building shall not be declared unfit for human habitation ; 

The said Sanitary Authority, in pursuance of the powers conferred upon 
them in that behalf, will, by an order in writing under their seal, declare that 
such building or part of a building is unfit for human habitation, and direct 
that unless and until such building or part of a building shall have been rendered 
fit for human habitation, the same shall be closed, and the use thereof for human 
habitation shall be prohibited. 


Witness my hand this . day of in the 
year one thousand eight hundred and 


ena ey 


Clerk to the Sanitary Authority. 


Note.—It will probably be expedient to obtain the reports of the Medical 
Officer of Health and of the Surveyor, either separately or in combination— each 
in his own particular sphere of action. Sanitary defects might concern the Medieal 
Officer of Health alone, and structural objections would be reported by the 
Surveyor. 


(6.) SCHEDULE. 
Copy of Certificate. 
Form of Order. 





District of 


To , of , and 
to all others whom it may concern : 


WHEREAS it has been certified to us, the Sanitary Authority for the 
District of , that a certain building or part of a building situate at 
in the said istrict is unfit for human habitation ; 
And whereas due notice of such certificate has becn piven to 
, the owner of such building or part of a building, and 
the said has failed to show sufficient 
cause why such building or part of a building shall not be declared unfit for 
human habitation ; 


Now we, the said Sanitary Authority, in pursuance of the powers conferred 
upon us in that behalf, do hereby declare that such building or part of a building 
is unfit for human habitation; and we do hereby direct that, unless and until 
such building or part of a building shall have been rendered fit for human 
habitation, the same shall be closed, and the use thereof for human habitation 
shal] be prohibited. 


Given under the common seal of the Sanitary Authority for the 


District of , this 
(L.s.) day of , in the year one thousand eight 
hundred and : 


Clerk to the Sanitary Authority. 


Notice and 


lan of 
intended 
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As to the giving of notices, deposit of plans and sections by 
persons intending to lay out streets or to construct buildings ; 
as to inspection by the Sanitary Authority; and as to the 
power of such Authority to remove, alter, or pull down any 
work begun or donc in contravention of the byelaws. 


Nore.—This paragraph, being a portion of the 157th section of the Public 
Health Act, 1875, which authorizes the following nine clauses, should not be 
altered unless for special reasons—as, for example, where a local Act has incor- 
porated with it certain parts of the Towns Improvement Clauses Act. 


91. Every person who shall intend to lay out a street shall 
give to the Sanitary Authority notice in writing of such inten- 


new strect. tion, which shall be delivered or sent to their clerk at his or 


their office, or to their surveyor at his or their office, and shall at 
the same time deliver or send, or cause to be delivered or sent 
to their clerk at his or their office, or to their surveyor at his or 
their office, a plan and sections of such intended street, drawn 
to a scale of not less than ove inch to every forty-four fect. 

Such person shall show on every such plan the names of the 
owners of the land through or over which such street shall be 
intended to pass, the intended level and width, the points of the 
compass, the intended mode of construction, the intended name 
of such street and its intended position in relation to the streets 
nearest thereto, the size and number of the intended building 
lots, and the intended sites, height, class, and nature of the 
buildings to be erected therein, and the intended height of the 
division and fence walls thereon, and the name and address of 
the person intending to lay out such street. 

Such person shall sign such plan, or cause the same to be 
sioned by his duly authorized agent. 

Such person shall show on every such section the levels of 
the present surface of the ground above some known datum, the 
intended level and rate or rates of inclination of the intended 
street, the level and inclinations of the streets with which it is 
intended that such street shall be connected, and the intended 
level of the lowest floors of the intended buildings. 


Noik.—By this clause the person intending to lay out a new street is 
required to give notice to the Sanitary Authority of such intention. He is at 
the same time to deposit a plan and sections of such new street drawn to a 
proper scale. 

The second, third, and fourth paragraphs prescribe what information is to 
be afforded on such plan and section in order to enable the Sanitary Authority 
to consider the proposal in all its details. 

As regards the ownership of such plan and sections, it will be observed that 
the particular section of the Public Health Act, 1875, under which the clause is 
made, merely authorizes a byelaw as to the ** deposit of plans and sections,” and 


hence, as such plans and sections are im themselves distinct property, and as 
there is nothing in the byelaws or in the Public Health Act, 1875, to require the 
plans to be returned to the person depositing them, it may be contended that the 
permanent retention of such plans by the Samtary Authority is justified, 

No decisive case has been hitherto tried that would afford a definite precedent 
upon the point. In Gooding vy. The Ealing Local Beard (V1. Ro 62; 1. & 
E. 359), which came before Mr. Justice Matthews in November, 1884, judgment 
was given for the defendants, who retained the plaintiffs plans although they 
disapproved of the erection of the buildings comprised in them, but the case has 
been regarded as one in which that judgment might possibly have been reversed 
had the plaintiff appealed against it. ‘Phis and the following by claw may be altered 
if desired so as to require plans to be in duplicate and in ink on tracing cloth. 

Where sections 57-60 of the ro & 11 Vict, c. 34 are in foree by incorpora- 
tion with any local Act, this byelaw must be omitted. 


92. Every person who shall intend to erect a building shall give Neticeand 
to the Sanitary Authority notice in writing of such intention, intended 
which shall be delivered or sent to their clerk at his or their building 
office, or to their surveyor at his or their office, and shall at the 
same time deliver or send, or cause to be delivered or sent to 
their clerk at his or their office, or to their surveyor at his or 
their office complete plans and sections of every floor of such 
intended building, which shall be drawn to a seale of not less 
than ove inch to every ereht feet, and shall show the position, 
form, and dimensions of the several parts of such building, and 
of every watercloset, carthcloset, privy, ashpit, cesspool, well, 
and all other appurtenances. 

Such person shall at the same time deliver or send, or cause 
to be delivered or sent to the clerk to the Sanitary Authority 
at his or their office, or to their surveyor at his or their office, a 
description in writing of the materials of which it 1s intended 
that such building shall be constructed, and of the intended 
mode of drainage and means of water supply. 

Such person shall at the same time deliver or send, or cause 
to be delivered or sent to the clerk to the Sanitary Authority 
at his or their office, or to their surveyor at his or their office, a 
block plan of such building which shall be drawn to a scale of 
not less than ove tnch to every forty-four feet, and shall show the 
position of the buildings and appurtenances of the properties 
immediately adjoining, the width and level of the street in front, 
and of the street (if any) at the rear of such building, the level 
of the lowest floor of such building, and of any yard or ground 
belonging thereto. 

Such person shall likewise show on such plan the in- 
tended lines of drainage of such building, and the intended 
size, depth, and inclination of each drain; and the details of 
the arrangement proposed to be adopted for the ventilation of 
the drains. 

M 
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Notr.—This clause requires any person about to erect a new building to 
give notice of such intention to the Sanitary Authority, and to accompany such 
notice by plans and sections of each floor of the building, showing the several 
particulars specially referred to in the byelaws. “Thus, by the first paragraph, he 
is to show how the requirements of the several clauses are to be carried out, 
relating, for exainple, to the pasitions of the requisite windows, and of the water- 
closet or privy, ashpit, cesspool, well, &c., the form and dimensions of the privy 
and ashpit, and of the requisite open space about the building, the thickness of 
the walls, and so forth. ‘Ihe second paragraph requires him to submit a descrip- 
tion of the materials of construction and likewise of the drainage and water 
supply. He is further required by the third and fourth paragraphs to deposit a 
block plan, showing the position of the new building relatively to the streets and 
properties surrounding it, &c., and the lines, &c., of the drains. 

As bearing upon the question of what is a new building within the meaning 
of such a clause as this, it may be uscful to refer to the note at the end of 
byclaw No. 1. In the case of James (app.) v. Wiyrill (resp.), 51 L. T. (N.S.), 
237: 48 J. P., 228, 725, it was held that the question whether alterations to a 
building constituted a new building was a question of fact for the justices alone 
to decide. Lord Coleridge, C.J., said the appellant seemed to have Been of 
opinion, and took upon himsclf to decide, that he was not bound to send any 
plan of the proposed building, as he considered that raising an old wall higher 
was not making any new building He, therefore, sent in no plan, and it was 
for this that he was summoned. ‘The first quesuon is whether this was a 
new building within the meaning of the byelaw, and it has been decided over 
and over again that this 1s a question of fact for the exclusive determination and 
good sense of the magistrate. In the case of SAie7 (app.) v. ALavor of Sunder- 
fand (resp.) GOH. & N., 796; 30 L. J. (NS) M. C., 215. -\ byelaw made by a 
local board of health, pursuant to 21 & 22 Vict, c. 985. 34, directed that 
‘every building to be erected and used as a dwelling-house, shall have an open 
space exclusively belonging thereto to the eatent at Jeast of one-third of the 
entire area of the ground on which the said dwelling-house shall stand, and 
which shall belong thereto, Ac" By the 21 & 22 Vict., c. 98, 8. 34, no byelaw 
shall affect any building erected before the date of the constitution of the 
district, but the re erecting of any building pulled down to or below the ground 
floor, or the conversion into a dwelling house of any building not originally 
constructed for human habitation, shall be considered the erection of a new 
building, ‘Phe proprictor of a house, which had been erected before the 
constitution of the diastict, and was used for an hotel, having a yard with coach- 
house and stables in the rear, for the purpose of making an addition to the hotel 
pulled down the coach-house and stables below the ground floor, and erected 
upon the same site a building three stones high: the only means of access to 
the upper chambers beige by pom up the stancase of the old house, and 
through a passage into the new building On an information against the 
proprietor for an offence against the byelaw in not leaving an open space equal 
to one-third of the area of the ground on which the dwelling-house, &c. stood, 
the justices found that the building erected in the yard being a new building 
built up to and adjoining the old building must either be considered with the 
old building as one house, or that the old house and new building must be 
considered as two erections, and that both old and new buildings must be 
considered by reckoning the ground upon which the building stood; and 
convicted him ofa breach of the byelaw. It was held that the conviction could 
not be sustained, because the new crectlon was not a new dwelling-house, but 
merely an addition to an old dwelling house: or, fev Bramwell, B., because the 
justices had not found that It was a new dwelling-house which was essential to 
the vahdity of the conviction. In the case of Zucker v. Rees, 7 Jur. (N.S.) 629 ; 
25 J. P., 789; a byelaw to the effect that wherever any open space had been 
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left belonging to any building, such space should never afterwards be built upon 
without the consent of, &c., and without leaving an open space belonging to 
such building of a specified size and dimensions was held to be invalid if it 
applied to old*buildings. 

As regards the ownership of such deposited plans, \c., see the remarks at 
the end of the Note to clause No. 91. 

Where Sanitary Authorities desire to avoid possible litigation as to owner- 
ship of plans by retaining copies of the plans—and there are obvious advantages 
in their possessing copies of the plans—thev should effect their purpose through 
the agency of their surveyor. It as beheved that the regulations adopted by 
many Sanitary Authorities with regard to the conduct and duties of their officers 
provide for the preparation of tracings by the surveyors. 

It is to be borne in mind that, under the Public Health Act, 1875, and the 
byelaws, the main purpose which these notices, plans, &c., will serve, is to ensure 
that the Sanitary Authority will be furnished with the necessary information to 
enable them to exercise an efficient supervision over the operations of the builder. 

The information required to be supphed under this clause may be regarded 
as somewhat considerable, but tas no more than as necessary in by far the larger 
numbér of new buildings that are creeted — Ttas probable that no other mforma- 
tion can actually be demanded than that which is necessary to show that the 
several clauses in the series of byclaws as to new buildings are intended to be 
strictly comphed with, and, this being the case, much of the objection frequently 
held by architects and others to depositing their designs im the offices of the 
surveyor to a Sanitary Authority 1s removed. 

In some districts, again, a regular printed form is issued to builders by the 
Sanitary Authority, an arrangement which greatly facihtates the supply of the 
required information. It 3s printed) on strong but thin paper, and space ts left 
of sufficient size for tracings of the plans of buildings of the ordinary dwelling 
house size. By this course uniformity 1s secured, and the convemencce of builders 
Is studied. 

It will be seen that, by sec. 158* of the Puble Health Act, 1875, the 
Sanitary Authority must signify their approval, or otherwise, of the intended work 
within one month after the notice, &c, has been deposited, but that there is no 
necessity for the person intending to build to delay commencing the work until 
he receives the approval, or until the expiration of the month. In the event, 
however, of the works being commenced before the expiration of the month, the 
person building must take the consequences of any violation of the byelaws. 
This view seems supported by the case of F/atters/ey and others (apps ) v. Burr 
(resp ) (14 1. T. (n.s.), 565), in which it was held that the person giving notice 
had a night to commence building when he pleased, subject to the Local Baard’s 
right to pull down or alter his building if built in contravention of their byelaws. 

The case of flattersley v. Burr which was questioned in /fald(app.) v. Mexon 
(resp.), (32 L. ‘T. (x.s.), 87) but was not in fact overruled, decided that a local 
authority could not require plans to be deposited at least a month before one of 
its ordinary meetings, but in the latter case fourteen days’ notice before beginning 
the work was held to be reasonable. 

The later case of Cumber v. Bournemouth Improvement Commusstoners 
(71 L. ‘T., 10) in which the court held that where a person had deposited plans 
there was nothing to prevent him going on building was to the same effect. 

In the case of Clark v. Bloomfield (1 ‘V. 1. R. 323) 1t was held that a local 
authority must either approve or dioapprove of plans submitted to them within 
one month as required by section 158 of the Public Health Act, 1875, and that 
where plans had been neither approved nor disapproved the local authority was 
precluded from enforcing penalties for breaches of the byclaws. 








* This section is printed #7 exfenso in sAppendix No. II., p. 207. 
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The case ex parte Crosby, 41 J. P. 740, may be referred to as showing what 
a Local Authority may not allege as ground for refusal to pass plans. 


93. Every person who shall intend to lay out or construct a 
street, or to erect a building, or otherwise to execute any work 
to which any of the byclaws relating to new streets and buildings 
may apply, shall, before beginning to lay out or construct such 
street, or to erect such building, or to execute such work, 
deliver or send, or cause to be delivered or sent to the 
surveyor of the Sanitary Authority, at his or their office, 
notice in writing, in which shall be specified the date on which 
such person will begin to lay out or construct such street, or to 
erect such building, or to execute such work. 

Such person shall also, before proceeding to cover up 
any sewer or drain, or any foundation of a building, deliver 
or send, or cause to be delivered or sent to the surveyor 
of the Sanitary Authority, at bis or their office, notice in writing, 
in which shall be specified the date on which such person will 
proceed to cover up such sewer, drain, or foundation. 

If such person neglect or refuse to deliver or send any such 
notice, or to cause any such notice to be delivered or sent to such 
surveyor, and if such surveyor, on inspecting any work in con- 
nexion with such street or building, or such other work as 
aforesaid, finds that such work is so far advanced that he cannot 
ascertain whether anything required by any byelaw relating to 
new streets or buildings has been done contrary to such byelaw, 
or whether anything required by such byclaw to be done has 
been omitted to be done, and if, within a reasonable time after 
such survey or inspection, such person shall, by notice in writing 
under the hand of such surveyor, be required, within a reasonable 
time which shall be specified in such notice, to cause so much of 
such work as prevents such surveyor from ascertaining whether 
anything has been done or omitted to be done as aforesaid to be 
cut into, laid open, or pulled down to a sufficient extent to enable 
such surveyor to ascertain whether anything has been done or 
omitted to be done as aforesaid, such person shall within the 
time specified in such notice cause such work to be so cut into, 
laid open, or pulled down. 


Norr.— It will be seen that, by this clause, the Sanitary Authority require to 
be informed of the date of the commencement of any work affected by the 
byeclaws, and to have notice of the date of covering up certain works. ‘Thus, 
they can, if they choose, exercise complete control and supervision over sewers, 
drains, and foundations. 

By the last paragraph, any work which has been covered up, or is so far 
completed as to prevent due inspection, may, by order of the surveyor, have to 
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be exposed or pulled down to satisfy him that it 1s in accordance or otherwise 
with the requirements of the byelaws. 

The clause is a most useful one for the Sanitary Authority to possess ; and 
if used with tact and judgment, is of material assistance in every well-administered 
district. It must not be overlooked, however, that the clause only gives power 
to require work to be cut into, &c., where the builder has first put himself in the 
wrong by neglecting or refusing to deliver notices. 


94. In every case : — Contra- 

Where a person who shall lay out or construct a street, or tyelaws 
shall erect a building, or shall execute any other work to which !°&¢, 
the byclaws relating te new streets and buildings may apply, 
shall, at any reasonable time during the progress or after the 
completion of the laying out or construction of such street, or 
the erection of such building, or the execution of such work, 
recelye from the surveyor of the Sanitary Authority notice in 
writing specifying any matters in respect of which the laying out 
or construction of such street, the erection of such building, or 
the exccution of such work may be in contravention of any 
byclaw relating to new streets or buildings, and requiring such 
person within a reasonable time, which shall be specified in such 
notice, to cause anything done contrary to any such byclaw to 
be amended, or to do anything which by any such byclaw may 
be required to be done but which has been omitted to be 
done :— 

Such person shall, within the time specified in such notice, 
comply with the several requirements thereof so far as such 
requirements relate to matters in respect of which the laying out 
or construction of such street, the erection of such building, or 
the execution of such work may be in contravention of any such 
byelaw. 

Such person, within a rcasonable time after the completion of Notice of \ 
any work which may have been executed in accordance with any (MRF 
such requirement, shall deliver or send, or cause to be delivered amend- 
or sent to the surveyor of the Sanitary Authority at his or their ™"™ 
office, notice in writing of the completion of such work, and 
shall at all reasonable times within a period of 
days after such notice shall have been so delivered or sent, 
afford such surveyor free access to such work for the purpose 
of inspection. 


Note.—This clause gives the Sanitary Authority power to require any Con- 
travention of the byclaws to be rectified. It is mtended to provide a /ocus 
pentitentia for the offender. Instead of proceeding to pull down the work, the 
Sanitary Authority give the offender the option of rectifying his wrong doing. A 
clause of this kind materially strengthens the position of the Sanitary Authority in 
case they are ultimately compelled to proceed to extreme measures. 

Seven day's is the period commonly adopted in paragraph three. 
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Surveyor 95. Every person who shall lay out or construct a street, 
to have “11° h k 
accessto OF Shall erect a building, or shall execute any other work to 
work for which any of the byelaws relating to new streets and buildings 
Msnection. Shall apply, shall, at all reasonable times during the laying outs 
or construction of such street, or the erection of such building, or 
the execution of such work, afford the surveyor of the Sanitary 
Authority free access to such street, building, or work for the 


purpose of inspection. 


Notr.—This clause is an essential one to the effectual working of a series 
of building regulations. It secures to the surveyor access to the works during 
their progress ; and in the interests of the person upon whom the duty of affording 
such access is imposed, the words “at all reasonable times,” serve to restrict the 
conditions of access. Clauses Nos. 96 and g7 secure access on completion of the 
street and the new building respectively. 


95a. A person shall not let or occupy any new dwellinghouse 
until the drainage thereof shall have been made and completed, 
nor until such dwelling-house shall, after examination have been 
certified by an officer of the Sanitary Authority, authorized to 
give such certificate, to be, in his opinion, in every respect fit for 
human habitation. 


Notr.—-This byelaw has been adopted in several cases, and has been con- 
firmed by the Local Government Board. It 1s based on a byelaw that was held 
to be reasonable in the case of Lorsedl v. Swindon Local Board (52 J. P. 597). 


Notice of 96. Every person who shall lay out or construct a street 

compe ew Shall, within a reasonable time after the completion of the laying 

strect. Out or construction of such street, deliver or send, or cause to be 
delivered or sent to the surveyor of the Sanitary Authority, 
at his or their office, notice in writing of the completion of the 
laying out or construction of such street, and shall, at all reason- 
able times, within a period of days after such notice 
shall have been so delivered or sent, afford such surveyor free 
access to such street for the purpose of inspection. 


NoTe.—This is a necessary clause for assisting the Sanitary Authority to 
effectually carry out then regulations as to new streets. Seven days is the period 
usually adupted. 


ee 97. Every person who shall erect a building shall, within a 

tionof new reasonable time after the completion of the erection of such 

building. building, deliver or send, or cause to be delivered or sent to the 
surveyor of the Sanitary Authority, at his or their office, notice 
in writing of the completion of the erection of such building, and 
shall, at all reasonable times, within a period of 


days after such notice shall have been so delivered or sent, and 
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before such building shall be occupied, afford such surveyor 
free access to every part of such building for the purpose of 
inspection. . 


Norte.—This clause is a necessary one for enabling the Sanitary Authority of 
a district to effectually carry out their regulations as to new buildings. Followmg 
strictly the language of the statute, this clause limits the access to the purpose of 
inspection. ‘The surveyor cannot claim, under byelaws framed in pursuance of 
section 157 of the Public Health Act, 1875, to render the occupation of a new 
building conditional upon his certificate as to the structural and sanitary fitness 
of the premises. Seven day's, as in the previous clauses, is commonly inserted. 


98. Every person who shall offend against any of the fore- Penalties. 
going byclaws shall be liable for every such offence to a penalty 
of , and in the case of a continuing offence to a 
further penalty of for cach day after written notice 
of tht offence from the Sanitary Authority : 

Provided, nevertheless, that the justices or court before whom 
any complaint may be made or any proceedings may be taken in 
respect of any such offence may, if they think fit, adjudge the 
payment as a penalty of any sum less than the full amount of 
the penalty imposed by this byclaw. 

Noter.—This clause relates to the whole series of byclaws as to new streets 


and buildings. /@ve founds and forty shiva are the sums commonly inserted 
in the first and second blanks respectively. 


d en | ; Re ers ee rrremronn Pere vay Work done 
99. If any work to which any of the byclaws relating to new joie. 
streets and buildings may apply be begun or done tn contra. vention of 
vention of any such byclaw, the person by whom such work shall ae 


be so begun or done, by a notice in writing, which shall be signed removed, 
by the clerk to the Sanitary Authority, and shall be duly served caer “= 
upon or delivered to such person, shall be required on or before down. 
such day as shall be specified in such notice by a statement in 
writing under his hand or under the hand of an agent’ duly 
authorized in that behalf, and addressed to and duly served upon 
the Sanitary Authority, to show sufficient cause why such work 
shall not be removed, altered, or pulled down ; or shall be required 
on such day and at such time and place as shall be specified in 
such notice to attend personally or by an agent duly authorized tn 
that behalf before the Sanitary Authority and show sufficient 
cause why such work shall not be removed, altered, or pulled 
_ down. 

If such person shall fail to show sufficient cause why such 
work shall not be removed, altered, or pulled down, the Sanitary 
Authority shall be empowered, subject to any statutory provision 
in that behalf, to remove, alter, or pull down such work. 
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Notrr.—This clause gives the person concerned an opportunity of showing 
cause why any work which may be regarded by the Sanitary Authority as con- 
travening the byelaws should not be altered or pulled down, and failing his 
showing sufficient cause, it intimates that the Sanitary Authority may themselves 
have it altered or pulled down. ‘ 

The last paragraph of the clause follows the terms of sec. 157 of the Public 
Health Act, 1875, in rendering the exercise of the power which the Sanitary 
Authority assume, subject to the provisions of the Act. It is indeed essential 
that a Sanitary Authority, before they proceed to apply the very strong remedy 
which the clause affords, should satisfy themselves that the circumstances of the 
case are not such as to impose any statutory restriction on their action. It ts 
especially important that they should ascertain that the person whose work they 
propose to demolish, &c., is not protected under sec. 158* of the Public Health 
Act, 1875. In order that the Sanitary Authority may be prevented from taking 
action with undue haste, and indeed, in order to render the clause reasonable, 
it provides for the hearing of the person interested in opposition to the proposed 
demolition. In connexion with this clause it may be useful to refer to the case 
of Masters v. Pontypool Local Board (\.. R. 9 Ch. D., 6773 47 LL. J. (N.s.), Ch. 
D., 797), in which it was held that a local board having approved of a pMn, and 
having allowed a house-owner to proceed and pull down the front wall of his 
house, could not afterwards avail itself of the powers acquired when the front of 
a house had been taken down ; and where a local board has not, during the month 
prescribed by the Public Health Act, 1875, 6. 158, signified its disapproval of plans 
laid before it, it cannot afterwards object to the building according to the plan, 
nor can it under sec. 158, pull down a building without giving the owner an 
opportunity of showing cause why it should not be pulled down. In Clare v. 
Bloomfield (1 TV. 1.. R. 323), 1t was further held that if a Local Authority did not 
approve or disapprove plans within a month they could neither pull down any 
work done in conformity with such plans, nor proceed for penalties for breach of 
any byelaw. 

In the case of Hopkins v. Smcthwitch Local Board (54 J. P. 246), an action for 
trespass was brought againsta Local Board. Denman, J., in delivering judgment, 
referred to the case of Cooper v. [Fandsvorth District Board (32 1.. V.C. P. 185), in 
which it was held that an order for causing the demolition of a house ought not to 
be made without the person affected having an opportunity of showing cause against 
it, and said that in this case “a resolution was passed by the board directing 
the surveyor to take down the whole of the property now bemg erected by 
C. Hopkins in Grove Lane, consisting of six houses, such property having been 
erected contrary to the byelaws of the board.” No notice of this resolution was 
given to the plaintiffs, and no opportunity given to them of going before the 
board and showing cause against the cxecution of the order. The case of 
Cooper v. Wandsworth District Board, ayproved by Lord Justice Fry in the 
later case of Afasters v. Pontypool Local Board, showed that such an order as 
this ought not to be carried out without the person affected having a chance of 
showing cause against it. Judgment was therefore given against the Local 
Board. This decision was upheld by the Court of Appeal (A/opkins v. Smeth- 
wick Local Beard (6 T.1.. R. 286), when the Master of the Rolls, in delivering 
judgment, said that the power which the Local Board had assumed to exercise 
was a power affecting the property of the plaintiff in the most highly penal way 
possible. ‘Those who had authority to exercise such a power must take every 
care to follow out each necessary step in the strictest manner. The case of 
Cooper v. The Wanadsieorth District Board was an authority to show that where 
a Local Board had power on the misconduct of a building owner to enter on his 
land and demolish the offending building, there was a necessary implication by 
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the fundamental principles of justice that they must give the owner notice of 
their intention to take that step. ‘That case appeared to be nghtly decided and 
on sound principles, and it governed the present case. 

In a later case, Aeg. v. [Vest Cowes Local Poard, the issue of a mandamus, 
to compel a Local Board to enforce their byelaws in a case in which it was 
admitted that there had been a contravention of a byelaw, was refused, as it 
appeared that the Local Board having given notice to the builder, had con- 
sidered whether the building should be pulled down, and had decided not to 
take any action. 


BY ELAWS 
WITH RESPECT TO 


SLAUGHTER-HOUSES. 
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MEMORANDUM. 


Section 169 of the Public Health Act, 1875 (38 & 39 Vict., 
c. 55) enacts that “for the purpose of enabling any Urban 
Authority to regulate slaughter-houses within their district, the 
provisions of the Towns Improvement Clauses Act, 1847, with 
respect to slaughter-houses, shall be incorporated with this Act.” 

Of the incorporated provisions of the 10 & 11 Vict., c 34, 
sec. 128* is in the following terms: 

«The Commissioners [Urban Sanitary Authority] shall, from 
time to time, by byelaws . 2.) 2) make regulations for the 
licensing, registering, and inspection of the . ..  slaughter- 
houses . . . and preventing cruelty therein, and for keeping 
the same in a cleanly and proper state, and for removing filth 
at least once in every twenty-four hours, and requiring them to 
be provided with a sufficient supply of water; and they may 
impose pecuniary penaltics on persons breaking such byclaws ; 
provided that no such penalty cxceed for any one offence the 
sum of five pounds, and in the case of a continuing nuisance the 
sum of ten shillings for every day during which such nuisance 
shall be continued after the conviction for the first offence.” By 
the next section 129,* it is provided that the “justices before 
whom any person is convicted of killing or dressing any cattle 
contrary to the provisions of this or the special Act [z.e., the 
38 & 39 Vict., c. 55], or of the non-observance of any of the 
byelaws or regulations made by virtue of this or the special Act, 
in addition to the penalty imposed on such person under the 
authority of this or the special Act, may suspend for any period 
not exceeding two months, the licence granted to such person 
under this or the special Act, or in case such person be the 
owner or proprietor of any registered slaughter-house a a 
may forbid, for any period not exceeding two months, the 
slaughtering of cattle therein; and such justices, upon the con- 
viction of any person for a second or other subsequent like 
offence, may, in addition to the penalty imposed under the 
authority of this or the special Act, declare the licence granted 
under this or the special Act revoked, or if such person be the 


* ‘These sections are printed ev eatenso in Appendix No. IL, p. 215. 
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owner or proprietor of any registered slaughter-house, may 
forbid absolutely the slaughtering of cattle therein ; and when- 
ever the licence of any such person is revoked as aforesaid, or 
whenever the slaughtering of cattle in any registered slaughter- 
house . . . .. is absolutely forbidden as aforesaid, the 
Commissioners may refuse to grant any licence whatever to the 
person whose licence has been so revoked, or on account of 
whose default the slaughtering of cattle in any registered 
slaughter-house has been forbidden.” 

Further by section 130* it is enacted that ‘every person 
who during the period for which any such licence is suspended, 
or after the same is revoked as aforesaid, slaughters cattle in the 
slaughter-house .  . . to which such licence relates, or other- 
wise uses such slaughter-house . . . or allows the same to 
be used as a slaughter-house . . . and every person who 
during the period that the slaughtcring in any such registered 
slaughter-house .  . . is forbidden as aforesaid, or after such 
slaughtering has been absolutely forbidden therein, slaughters 
any cattle in any such revistercd slaughter-house, shall be Hable 
toa penalty not exceeding five pounds for such offence, and a 
further penalty of five pounds for every day on which any such 
offence is committed after the conviction for the first offence.” 

In connexion with these provisions, and those relating to 
the licensing and registration of slaughter-houses, in sections 
125—127*, the attention of the Sanitary Authority should be 
directed to the judgment of the Court of Exchequer Chamber 
in the case of Antony v. The Brecon Markets Company (26 
L.T., n.s., g82t). 

With reference to that judgment, a few observations may 
here be introduced in illustration of the nature and extent of 
the powers of the Sanitary Authority with regard to slaughter- 
houses. 

It will be scen that the provisions of the Towns Improve- 
ment Clauses Act, 1847, incorporated with the Public Health 
Act, 1875, by section 169," recognize two classes of slaughter- 
houses, viz., slaughter-houses in use and occupation at the time 
of the passing of the ‘special Act,” and slaughter-houses not in 
use and occupation at that time. To the former class the 
requirements as to registration in section 127* are specially 
applicable. To the latter class the provisions as to licensing in 
sections 125—126* have direct reference. 

Both classes may apparently be regulated by byelaws under 
section 128.* 
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“ These sections are printed ¢7 eatenso in Appendix No. IL., pp. 208, 214, and 216, 
t+ As to this judgment see post, p. 178. 
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In framing a model series of byelaws under that enactment, 
the Board have considered that the statutory terms do not 
warrant the extension of the scope of the byelaws to regulations 
directly affecting the structure of the premises. 

But as regards premises for which under section 126* the 
licence of the Sanitary Authority will be required, the Board 
have been advised that, in the exercise of the discretionary 
power of licensing which has been conferred upon the Sanitary 
Authority, the following rules as to site and structure should 
influence their decision upon cach application for a licence : 


1. The premises to be crected or to be used and occupied as 
a slaughter-house should not be within tco feet of any dwelling- 
house; and the site should be such as to admit of free ventilation 
by dirgct communication with the external air on two sides at 
least of the slaughter-house. 

2. Lairs for cattle in connexion with the slaughter-house 
should not be within 100 feet of a dwelling-house. 

3. The slaughter-house should not in any part be below 
the surface of the adjoining ground. 

4. The approach to the slaughter-house should not be on an 
incline of more than one in four, and should not be through any 
dwelling-house or shop. 

5. No room or loft should be constructed over the slaughter- 
house. 

6. The slaughter-house should be provided with an adequate 
tank or other proper receptacle for water, so placed that the 
bottom shall not be less than six fect above the level of the floor 
of the slaughter-house. 

7. The slaughter-house should be provided with means of 
thorough ventilation. 

8. The slaughter-house should be well paved with asphalte 
or concrete, and Jaid with proper slope and channel towards a 
gully, which should be properly trapped and covered with a 
grating, the bars of which should not be more than three-cighths 
of an inch apart. 

Provision for the effectual drainage of the slaughter-house 
should also be made. 

9. The surface of the walls in the interior of the slaughter- 
house should be covered with hard, smooth, impervious material, 
to a sufficient height. 

10. No watercloset, privy, or cesspool should be constructed 
within the slaughter-house. 
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* “‘Lhis section is printed 2a ¢réezsoin Appendix No Tf., p. 214. 


There should be no direct communication between the 
slaughter-house and any stable, watercloset, privy, or cesspool. 

tr. Every lair for cattle in connection with the slaughter- 
house should be properly paved, drained, and ventilated. 

No habitable room should be constructed over any lair. 


JOHN LAMBERT, 
Local Government Roard, Secretary. 
25/h July, 1877. 


Notr.-—Some explanatory comment may be helpful as regards certain of the 
above rules : — 

Rule 3. The condition here referred to is important, partly to allow of 
surface drainage externally, partly because a sunken floor is not easily clgansed of 
solid filth, and partly for the convemience of cattle. 

Rule 4. The intention in the first part of this rule is to avoid steps, and in 
their place to secure easy means of ascent and descent. 

Rule 5. This prohibition is important to prevent the provision of dwelling 
accommodation over a slaughter house, and also to facilitate efficient ventilation, 

Rule 6. The provision referred to is intended to allow of the casy and 
frequent use of a hose for flushing and cleansing the floor and walls to a height 
of some sin fect. 

Rule 8. In connexion with the flooring it 1s important to avoid such 
materials as flags, bricks, &c., which are apt to get loose and to facilitate. the 
collection of filth beneath them. ‘Phe gully referred to should be outside the 
slaughter-house. 

Rule 9. ‘The height here referred to is that which 15 hable to be splashed 
by blood, &c.; a smooth dado would facilitate the needed thorough cleansing. 

In connexion with these rules, see also the “Conditions on which the 
London County Council [acting for the present on the Metropolitan Board of 
Works Conditions] will consider as to giving sanction to the establishment anew 
of the business of a slaughterer of cattle.” Appendix No. ITT. p. 224. 


In the same connexion the following extract, from the official report made 
by Dr. Ballard, FLR.S., to the Local Government Board, in so far as it relates to the 
mode of preventing nuisances from slaughtering by due arrangement and con- 
struction of slaughter-house, deserves attentive consideration :— 


Hieatract from Dr. Ballard’s Official Report on Effiucetum 
Nutsances arising tn connexion with the Slaughtering of 
sinimatls.—<lnnual Report of the Medrcal Officer of the 

\ Local Government Hoard for the year 1876 [C.—1909]. 

Mode of 1} 


“The essentials of slaughtering so as to avoid nuisances are 
preventing 4 : 


nuisances’ Strupulous cleanliness of the slaughter-house and pound, of the 


om er, 2tmosphere of both, and of all utensils, and the speedy removal 
ing = = Of all decomposable matters. The business ought to be so 


worked that, except during the time when actual slaughtering is 
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i Ld 
/going on, there should be no unpleasant odour of any kind 
perceptible within the premises or proceeding from them. In 
order to ensure these results much care is requisite in respect of 
details of construction of the buildings, and in respect of the 
mode of conducting the business. 

“J. As to the arrangement and construction of the build- fb Ry due 
: ; . arrange- 
INS :— ment and 
‘1, The slaughter-house and pound should not be contiguous conse: 


to any inhabited buildings ; @ forfroa7, they should not, either of Saughter 
them, be withina dwelling-house or directly or indirectly com- he 
municating with one. The slaughter-house and pound should 
be two distinct and separate buildines, or should at least be 
capable of being entirely shut off from each other. 2. The inner 
surface of the walls of both should be of brick or stone, and the 
surfaceshould be covered with a layer of lime-wash which can be 
renewed from time to time. The lower parts of the wall to the 
height of five or six feet should be covered with smooth cement, 
slabs of slate, zinc sheeting, or some similarly impervious 
material capable of being washed clean with water. At Mr. ‘T. 
Harris's slaughter-house at Calne, where, from the mode of 
killing, blood becomes scattercd high upon the wall, the whole of 
the walls are covered with a smooth cement. There should be 
no exposed woodwork within the slaughter-house ; any wood- 
work which there may be should be covered with a layer of paint, 
tar or zinc sheeting. 3. The flooring of the slaughter-house 
should be of some uniform material, sufficiently even to be 
capable of ready and thorough cleansing with water and a brush, 
and sufficiently rough to avoid slipping upon it. At the same 
time it should be firm and incapable of giving way under the fall 
of heavy beasts, or of breaking under rough usage. — Paving 
with York flagstones sct with cement is the paving most 
commonly met with both in London and in the country ; and 1s, 
I find, generally preferred by many slaughtermen whose opinion 
is worth having, to any other paving of a jointed character. 
If used it should be laid upon a firm basis of four to six inches 
of good concrete. But the objections to it are its slipperincss 
when blood and other matters from the animals slaughtered 
become spilt upon it, the tendency there 1s to the cracking and 
loosening of the stones (when blood or other liquids may percolate 
between them and through the cracks), and the frequent loosen- 
ing and breaking away of the cement with which they arc set, 
partly as the fault of the slaughtermen, who commonly use the 
intervals between the stones for the support of their prytches, 
instead of using the prytch-holes provided in the surface of the 
stones themselves. The best paving of all is an even jointless 
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paving, sufficiently hard and firm to resist rough usage and 
sufficiently rough not to be slippery. Such a pavement ts 
furnished by some concrete and some asphalte compositions. 
m ia : ‘ " With a jointless paving, and with 
the wall-surfaces protected as I have recommended, it is 
possible to maintain perfect cleanliness and sweetness of the 
whole inner surface of the slaughter-house. 4. The paving 
should be so sloped as that liquid matters shall run off to 
a proper channel leading to the inlet of a duly laid pipe 
drain. This inlet should be outside the slaughter-house, and 
should be provided with means of arresting the flow of anything 
but liquid matter into the drain. 5. Slaughter-houses and 
pounds should be separately and very freely ventilated, prefer- 
ably by louvres at the roof or in opposite walls, so as to provide 
for a horizontal movement of air across all the upper paw. 


f 
ne a “TT, As to the conduct of the business :— 
oie “a. During the process of slaughtering, as much care as pos- 
business., Stble should be taken to prevent the discharge of blood or other 


animal matters upon the floor of the slaughter-house. The 
emptying of the contents of the visccra should, where practicable, 
be performed in a separate place, and any filth should be swept 
up from the floor and taken away at short intervals. 2. Hides, 
skins, blood, fat, offal, dung, and garbage should be removed 
from the slaughter-house as spcedily as possible, and while they 
remain on the premises should be so kept as not to become 
sources of nuisance. Where hides or skins are necessarily re- 
tained for a day or two before they can be removed, they might 
without injury be advantageously (especially in) the summer) 
brushed over on the fleshy side with a solution of carbolic acid 
or some other antiseptic. — Fat should be freely exposed to the 
air in acool place. Blood, offal, dung, and other garbage should 
be placed in covered, movable receptacles, constructed of galva- 
nized iron or other non-absorbent material. Such articles as 
have been last mentioned should be, under any circumstances, 
removed from the premises, without undue delay, in the vessels 
in which they have been placed. A dung pit, as a substitute for 
immediate removal, need not be requisite in any Urban Sanitary 
District properly administered. 3. Immediately slaughtering 
is completed, the whole slaughter-house floor and walls (to 
the height of the impervious portion} should be thoroughly 
washed with water, and the pound thoroughly cleansed. All 
the vessels and implements used in the slaughtering, or brought 
from outside into the premises, should be made and kept clean 
and sweet. The inner walls of the slaughter-house and pound | 
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should have their surface periodically renovated by lime- 
washing.” 
In connexion with the confirmation of byelaws as to slaughter houses, the gbotrme 


Local Government Board issued a circular dealing with certain statutes whe }, fionof byes 


: r s laws as to 
formed part of the legislation of 1884.0 Annexed is an extract: from that slaughter 


circular :— houses, 


Public Health (Confirmation of Byclaws) slet, 1884. 
i yaa cia ee cae a 


In a recent case in the Oucen's Bench Division, certain 
regulations, which had been made by the Wallasey Local Board 
under section 48 of the Tramways Act, 1870, and contirmed by 
the Local Government Board, were declared to be invalid, on the 
ground that they had not been allowed tn manner provided by 
section 202 of the Towns Improvement Clauses Act, 1847, “e., 
by a judge of one of the superior courts, or by the justices in 
quarter sessions. “Phe decision of the Court in this case threw 
some doubt on the validity, not only of regulations made by other 
urban sanitary authorities under the Tramways Act, but also of 
byelaws as to slaughter-houses 2.0.0... made by sanitary 
authorities under section 128 of the Towns Improvement Clauses 
Act, 1847... . In the new Act the sections above-mentioned 
are referred to as ‘the incorporated enactments.” 

It wasthe manifest intention of section 184 of the Public 
Health Act, 1875, that byclaws made under these enactments 
should be confirmed by the Local Government Board, and that 
when so confirmed they should not require confirmation, allowance, 
or approval by any other authority. The present Act has 
accordingly been framed so as to give full cffect to this intention 
both as regards existing and future byclaws. “Phe Act applies to 
byelaws made under the incorporated enactments by reason. of 
the incorporation thereof, not only with the Public Hlealth Act, 
1875, but also with the Public Health Act, 1848, and the Local 
Government Act, 1858, or with any Local Act or Provisional 
Order, or Act confirming such Provisional Order, and also to 
rules and regulations made under section 48 of the Tramways 
Act, 1870, all of which, whether already made or hereafter to be 
made, the Act provides are to be deemed to have required or to 
require the confirmation of the Local Government Board or their 
predecessors, and not to have required or to require any other 
confirmation, allowance, or approval. 

The Act contains a saving clause to the effect that it shall not 


* This section is printed 7” extenso in Appendix No. II., p. 222. 
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invalidate the confirmation, allowance, or approval of any byelar 
rule, or regulation confirmed, allowed, or approved prior to 1 
passing, nor apply to any byclaw made or to be made, unde 
any of the incorporated enactments by reason of the incorpori 
tion thereof with any Local Act, if such byclaw has or wi 
come into force without any confirmation, allowance, or ay 
proval, or if by the express provisions of the Local Act, an 
without reference to the provisions with respect to confirmation, 
allowance, or approval of byelaws in any of the incorporated 
Acts, such byelaw is) required to be confirmed, allowed, or 
approved, otherwise than by the Local Government Board oa 
their predecessors, 


Notn. “The following as an catract from the Judgyment in the Court of 
exchequer Chamber am lathe vy LA Peccon Markets Company (26 1.1, 
N.S, 982) referred toon the menoraidtm aaéopoorz2. Per Willes, |. :—‘ The 
other Statute of the same year relating ta shoashter houses mw othe ro & Vict, 
(34g. bY which an seetions pag te rg inmedusie, Various powers are given as ta 
slaughter houses to Commissioners appowuitedd tnmdcr the Statute. Tt as called 
the ‘howns Tmprovement Vet. By seetrom 225 tthe Commissioners may 
heence such shamhter houses and khnackers yards as they from time to time 
think proper for slouohtetne cattle wothin the dimnts of the special Act Phen 
section r26 enacts that one phace shall be uscd or aecupied asa shughter house 
Or knackers vad within the said tinits which was notin such use or occupation 
At the tume of the passing of the Speed Vet amd has so continued ever since, 
Hntess and untiba dicenee for the erection thereof or tor the use and occupation 
thereat as a Shauatiter hotse or kKnaekers vat has beam obtained from the Com- 
muissroners Phere, the Peasmstatur as speaking of future slaughter-houses, and 
onutiing those pucviousiy created What that heence to be for? It has 
hardly been even vavgesfed that there was to be a separate licence for the erectio 
ofa Staughter house. and a subsequent drence for the use when erected. ‘Tha 
might bea possible construction of the enactment, but at would) practically b 
such a subtle and refined Consmuction, preventing: people spending their money 
on slaughter hotecs., Ghatatois one which ought not to be adopted. 7 think the 
thuc meaning .. was thatae heenee to erect a slaughter house means /Artnd 
facie toerect a slaughter house wana ad! bc tved av a slaughtr-house, and noy 
that there should be two separate trcenees, one for the erection and another fat 
the use. ‘Troe. in two subscauent: sections the a@émwse of the a ea ity A 
may lead to ats suspenston or ats abolition, and perhaps then the heence for the 
se mave come inte play separately But oa licence piven for the erection ofa 
Slaughter-hotse means a licence fora sushter-house to be used as a slaughter- 
house.” 


BY LLAVW'S 


WITTE RESEPOG EE To 


SLAUGHTER-HOUSES 


ev, and tnspeclion of slanehtler houses, 
for preventing cruclty therein, for kecpine the sate Moa 
cleanly and proper state, for remesing filth at bial once 
moevery fiwenty- four four, aid requiring siwh slaushte 
houses to be provided wilh a sitttctent supply of walter. 


For the lreensing, reeisterine 


I. Fevery person who shall apply to the Sanitary cNuthority Require 

: * ba 2 . - ", nncnts on 
for a licence for the crection of any, remises to le used ANCE ip pheation 
occupied as a slauchter-house shall furnish in the form hereunto 7 Pai 
: aad é . . oconce Go 

appended a true statement of the Jrertie uhars theorem required LO the eree- 


rrr cae tion of a 
be speciticd, shiuphter 


house. 


form of application fora licence to ercel prenites for use and 
occupation as Ww Slaughter holtse, 


Po the Sanitary Authority for the District of 
I, ’ of 


~ do hereby apply to you for a licence, in 
pursuance of the statutory provisions in that behalf, for the erection of certain 
premises to be used and occupied as a slaughter house; and Jodo hereby declare 
that to the best of my knowledge and belicf the schedule hereunto annexed 
contains a true statement of the several particulars therein set forth with respect 
to the said premises. 


N 2 
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SCHEDULE. 


1. Boundaries, area, and description of the 
proposed site of the premises to be , 
crectcd for use and occupation as a 
slaughter-house, 


2. Description of the premises to be erected 
on such sates | 
(a.) Nature, postion, form, superficial 
area, and cubieal contents of the several 
buildings therein conspriscd. 

(0) Latent of paved area in such binld- 
ings, and matertals to be employed in the 
paving: Of such area. 

(cy) Mode of construction of the internal 
surface of the walls of such buildings, and 
materials to be cmployed im such construc: 
thon, 

(4) Means of water supply, — position, 
form, miutternils, mode of construction and 
capacity of the several cisterns, tanks, or 
other receptacles for water to be constructed 
for permanent usciner upon the promises 

(¢) Means of drunige, position, size, 
matenals, and mode of construction of the 
sevcral drains, 

(7) Means of lighting and ventilation, 

(0 ) Meats of access for cattle from the 
newest strech or public thoroughfare, 

(4.) Neimber. postte ny and dimensions of 
the several stall, poms, or fats to he pro- 
Vaded) on the prcmitses, 

(9) Number oof ammnals for which ae- 
commo ditton will be provided im stich stalls, 
pens, on Lams, distingu hung — 

Q)yyvcu, 

Calves, 
Sheep on lambs 
Sve. 


se ws fo 


Witness my hand this day of 13. 


(Srenature of Applicant.) 
(.lddress of Applicant ) 

Nott This form should be used in’ cases in which the applicant wishes 
to creet premuses: for use es a slaughter-house. It rests with the Sanitary 
Authority to grint or to refuse a leence, and hence it is of the first importance 
that they should have before them such details as to the proposed premises as 
will enable them to torm a nght decision on the appheation. ‘The requirements 
to be held in view are, to a great extent, specified in the prefatory memorandum 
to this sertes of byclaws, see p. 173. as also in the eatract from Dr. Ballard’s 
Official report, pops. and at as the more important to have regard to them 
because regulations cannot properly be made under these byelaws as to the 
structure of premises, A plan of the buildings should necessarily be required 
under the byeliws in force in the digtrict with respect to New Buildings (see as 
to this, clause No. o2 of the Series as ta New Streets and Buildings, p. 161). 
The bvelaws rohitiag to the same subject will, in many other important respects, 
have to be observed in the crection of the premises. 

Require a. Every person who shallapply to the Sanitary Authority for 


rd or gpetea licence for the use and Occupation of any premises aS a 
or the use .7. ' she ae ; . : ‘ / 
of premises SKAUGhter-house shall furnish in the form hereunto appended a 


- aes true statement of the particulars therein required to be specified. 
house. 


Form of application for a licence for the use and occupation of 
premises as a Slaughter-house. 


To the Sanitary Authority for the District of 

of : 
~do hereby apply to you for a heence, in 
pursuance of the statutory provisions tn that behalf. tar the use and: occupation 
as a slaughter-house at the premises hereimatter desenbed : and Todo hereby 
declare that to the best of my knowledge and behef the Schedule hereunto 
annexed contains a true statement of the several particulars therein set forth with 
respect to the said premises. 
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SCHEDULE. 


I, Situagion and boundaries of the premises 
tobe used and occupied as a slaugh'tsr- 
house. 


2. Christian name, surname, and address of 
the owner of the premuses, 


3. Na@ure and conditions of appheant’s tenure 
of the premises : 

(2.) For what terms: and whether by 
lease or otherwise. 

(¢.) Whether appheint oi sole owner, 
Jessee, or tenant; or whether applie unt as 
jointly interested with any other person on 
persons, and ifiso, with whom, 


— 
4. Description of the premises 

(a) Nature, position, form, superficil 
area, and culucal contents of the several 
buildings therein comprincad. 

(4) Latent of paved area an such buatd 
Ings, and materials employed in the paving 
of such area, 

(0) Mele of construction of the mternal 
surface of the walls of such buildings and 
matenals employed in such construction, 

(7) Means of water supply, — position, 
form, materials, mode of construction and 
capacity of the several cisterns, tanks, or 
receptacles for water, constructed for per- 
Inanent use mor upon the preniuses 

(c.) Means of «lrainage, ~position, size. 
materials, and inode of construction of the 
several drains. 

(7) Means of hghting and ventilation. 

(a.) Means of access for cattle from the 
nearest street or public thoroughfare. 

(4.) Number, position, and dimensions 
of the several stalls, pens, or lairs provided 
on the premises. 

(¢.)) Number of animals for which accom- 
modation will be provided in such stalls, 
pens, or lairs, distinguishing — 

1, Oxen. 
2. Calves. 
3. Sheep or lambs. 
4. Swine. 


Witness my hand this day of 18 


(Stenature of Applicant.) 
(Address of Applicant.) 


Form of 
licence 
toerecta 
slaughter 
house, 


182 


Nott. —Lhis clause differs from clause No. 1, Inasmuch as it relates to 
preinioes already built, and as to which a licence for use as a slaughter-house is 
in question ; mdcecd, the premises may heretofore have been used as a slaughter- 
house. So, also. if a hicence has been revoked under sec. 129% of the 10 & 411 
Viet, © 34. the form should bo used by the applicant for a fresh licence. On 
thas point, sco the remarks of Mr. Justice Willes—<Axthony v. The Brecon 
Markets Company (26 1.'0., SS. 982) ante, p 178. In the absence of any 
eypress Cuac inet Ciapowering the Sanitary Authority to impose any limit to the 
duration of the heanec, it has been considered that the licence is tenable until 
revoked by yustiegs On Conviction by a second or subsequent offence, the con- 
dition of the Heenee bang observance of the byelaws under section 129.* 
It will be noted, however, that the last mentioned enactment authorizes the 
justices before whom any porson is convicted, to suspend for any period not 
execeding two months the leence granted to such person, &c., &c. The Local 
Government Board have stated that their attention has been drawn to a case 
(Jailer vy J yson) allescel to have been decided by the Court of Queen's Bench 
ond tppeal from the decision of the Stipendiary Magistrate at Salford. The 
question narsed an this case appears to have been whether the ‘Town Council of 
Salford wore bound to paanta heenee for an unlimited period subject on& to be 
revorcd On muasconduct. and at appears to have been decided in the negative. 
The Board state that they were informed that although in the instance referred to 
the Lown Council wore proceeding under a Local Act (the Salford Improvement 
Act, bes2a the Court held yoncally that where there is no obligation to grant a 
Heenee itanay be dmited as to time. Phere does not appear to be any authentic 
roportiof the ease in question, and the Local Government Board have expressed 
avery decided opinion that apart trom the decision stated to have veen arrived 
Abn that case, they are not aware of any ground for contending that a licence 
Gan be granted fora dinuted tine, and that under these circumstances, having 
regard te the doubt which exists upon the pomt, they are not disposed to confirm 


anv bylaws, the object of which as to give express power to local authorities to 
grant tomponiy heenccs. 


e 


“ 


3. Every person to whom the Sanitary Authority may have 
resoly cd that a licence be granted to crect premises for use and 
occupation as a slauehter-house shall be entitled to receive 
from the Sanitary .\uthority a licence in’ the form hereunto 
appended, or to the like effect. 


form of licence to erect premises for use and occupation as a 
Slaughter-house. 
No. ot | 


Licence | 





a aera 


Relerence to \ 
Polo in Register |}$ ——+— 


Dustuict at 


Wheteas application has been made to us, the Sanitary Authority for 
the district ot by » of ’ 


, fora licence to erect on a site within the said district 
certain premises for use and occupation as a slaughter-house : 


eee ed ome em ere Se oo 











—— ee 


* This section is printed a eadenso in Appendix No. IL, p. 215. 
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Now, we, the said Sanitary Authority in pursuance of the powers conterred 

upon us by the statutory provisions in that behall, do hereby heence the said 

, of : » to crect 

for use and occupation as a slaughter-house upon the site defined or described in 

the Schedule hereunto anneaed the premises wheiecot the description ts set forth 
in the said Schedule. 


SCHEDULE. 





Boundaries, area, and descuption 1D 
of the proposcad site Of the J'tedscs to Ic ee of the eres 
erected for use and occupation as 2 tobe erected for usc and occupaden as 
slaughter -house. wslaughter-house. 





Caivnen under the Comanon Seal oot the Shy 
SNuthorty for the  Distuct of 


this day of 
in the year One thousand eight hundred 
and 


Clerk to the Sanitary Author tly, 


Nott —It is important that by means off some such clause as this, an exact 
description of the boundarics, area, We, of the premises to be erected should be 
given. “The want of such a description is apt to dead to ditheutties suchas are 
shown to have arisen in two cases that came before the Courts some years aga 
Inthe case of Zhe Brighton Local Leard ef [ealth Capps.) vio Stenning (resp.) 
(15 I. VT. 567), por to the coming into opuration in the town of Brighton of 
the Local Government Act, 1558, the Respondent had occupied premises ina 
certain street there for the purpose of slaughtering pigs.  “Vhese promises con 
sisted of a yard with entrance by closed doors or gates froin the street, and i the 
yard, pig pens, a cartshed used for slaughtering pags, and oa stable for horses. 
Whilst the premises were so used the Respondent, upon the Coming into opera: 
tion of the said Local Government Act, obtarncd a licence under section £27 of the 
Towns Improvement Act, 1847 (incorporated with the said Act), which licence 
stated that the animals to be slaughtered were pugs.” , . since obtaining 
such licence the Respondent had converted the stable into another slaughterimg- 
shed, and used the same for slaughtering bullocks and sheep therein. Upon an 
information for using this stable as a slaughter-house without having obtained a 
licence for that purpose, the justices held that upon a proper appheation of the 
law to the facts, the Respondent was entitled to use the stable as he did, for that 
the stable, as forming an onyinal portion of the premises licensed as a ‘‘ slaughter- 
house ” was covered by such hence. Upon a case stated for the opinion of the 
Court of Queen’s Bench it was heid that the justices were mght in their deter- 
mination. In the case of Hanman (app.) v. Adkins (resp.) (40 J. P., p. 744), it 
appeared that a local Act incorporated the Towns Improvement Clauses Act, 
and the Appellant had duly registered his slaughter-hou-e under that Act. 
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Lately he had rebuilt a ruinous part of the premises, and also added a little to 
the area inclosed within the walls of the premises when rebuilt. It was held that 
the enlarged premises did not require a licence from the town council, as they 
continued, notwithstanding the addition and partial rebuilding, the same place 
which had been used before the passing of the ‘Towns Improvement Clauses Act. 
Reference to the case of elathony v. Brecon Markets Company (see Note to clause 
No. 2, p. 182). gocs to show that a licence to erect premises does not require to 
be supplemented by a further licence to use the premises. 


Form of 4 Every person to whom the Sanitary Authority may have 
use pre resolved that a licence be granted for the use and occupation of 
ee any premises as a slaughter-house shall be entitled to receive 
howe, = from the Sanitary .\uthority a licence in the form hereunto 


appended, or to the like effect. 


Form of licence for the use and occupation of premiuseseas a 
Slauchter-house. 
No. of ] 
Licence f 
Reference to ! 
Foho in Repister 





District of 


Whereas application has been made to us, the Sanitary Authority for the 
district of » by , of 
for a dicence for the use and occupation of certain premises, 
as a slaughter house : 
Now, we, the said Sanitary Mathority, in pursuance of the powers conferred 
upon us by the statutory provisions in that) behalf, do hereby licence the said 
, of : ; 
to use and: occupy as a slaughter-house the premises whereof the situation and 
dese ription are set forth in the Schedule hereunto annexed. 


SCHLDULE, 
SE LE ET IL TTT I I TI EE RES EEE IE IT EEE IT I I ITS IO IT I EE AISI TE SCT IT CI OI ITI IOS STITT RT DENTE 
Situation of the premises to he used and 


Desenption of the premises tu be used and 
oceupacd as a slaughiter-house, 


vecupied as a slaughter-house. 


| 
{ 


Given under the Common Seal of the Sanitary 
Authority for the District of 


TTT ET Meme ty Avs ——temterewamae "inet ht dn ocp terete ent eee eG are 





SS TEN LETT SITTIN POISE ESTP OTCEIOED 








this day of , in 
the year One thousand eight hundred 
and : 


Aree eee ee. 


Clerk to the Santtary Authority. 
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Note.—As to the conditions which should be required in order to secure a 
licence to use and occupy a slaughter-house, see Note to clause No. 1, p. 180, 
and rules included in the prefatory memorandum, p. 173, also the extract from 
Dr. Ballard’s Official Report on Effluvium Nuisances in connexion with shiughter- 


houses, p. 175. 


5. Every person who may have obtained from the Sanitary Resist. 
Authority in accordance with the provi isions of the by claw in that ae to 
behalf, a licence to erect any premises for use and OCCUpal- He erected 
tion as a slaughter-house, or a licence for the use and OCCUPAtiON purposes of 
of any premises as a slaughter-house, shall register such premises oo 
at the office of the Sanitary Authority. 

He shall, for such purpose, apply, by notice in writing ad- 
dressed to the clerk to the Sanitary Authority, to register such 
premises; and thereupon it shall be the duty of the clerk to 
the Sanitary Authority, within a reasonable time after the receipt 
of such notice in writing, to enter in a book to be provided by 
the Sanitary Authority in the form hereunto appended the 


particulars therein required to be specified. 


=—— Form of Register of Slaughter-houses. 





District of 


eee ee - ee ee 


Py : 
Folio 
cae en Ghee 6 ao be ' ie bh 1 J 
1 vs Mw oy ' e~ 
| ([ Ee Seg “ 
. i | ce f/f c ~~ ry pcs 
& | . gg BSS £0 Ch Number of annnals 
= Eo = mot ; 3 | : 
Fa 258 a c for which accommodation 
c { hen eo t bee 
be ° | am 3 ja 7 . 
5s | 2. ¢g gos sete oh Is provided on the 
aa = Oo Bir BE; ben promises, 
eh a = as | Gyvs = 
nt ee = u et S Laem 
=f oom ra sc Os Lanstaet 3 } 
= | — Cel pa ~_ e ae ar) im ° ; 
ed — ae ee ) CC = ct on ve) fos metic, ak, > aie eos tS ets a= 
c j ° Nome ves cs mn = 2 ; = 4 | 
o Tom ct = ty oe TM \ = = H ' | 
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Note.—This clause imposes upon the holder of a licence the duty of regis- 
tering the premises at the office of the Sanitary Authority. In regard to premises 
which may be the subject of a hcence, the rcgister is intended to record details as 
to which it is essential that information should be readily accessible to the Sanitary 
Authority, and those of their members and officers to whom they delegate their 
duties or whose duties comprise the supervision of premises of this description. 
It should be observed that under 10 & 11 Vict., c. 34, sec. 127,* every place 








* This section is printed 2 exicnso in ‘Appendix; No. IIL., p. 215. 
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within the limits of the Special Actt which shall be used as a slaughter-house or 
knacker’s-yard, shall, within three months after the passing of ‘such Act, be 
registered by the owner or occupier thereof, &c., &c.” In the case of premises, 
to which section 127* applies, it will be seen that the hability to register is 
mnposed by express enactment. And it may be convenient to observe that the 
provilege which the owner or occupier of a slaughter-house thus registered 
derives from the last cited oe nay be effected in the manner indicated in 
section 12g* of ro & 11 Vict., ¢. 34, under which the Justices may forbid cither 
for a definite period not eve ae two months, or absolutely upon a second or 
subsequent conviction, the slaughtering of any cattle therein. And whenever 
the slaughtering has been absolutely forbidden the owner or proprietor can only 
regain the mght to use the premises as a slaughter-house by a fresh licence from 
the Sanitary Authority. 


Officers, Oe atae A Ne : . de 2 tate Si 
ee Every occupier of a slaughter-house shall, at all reasonable 


free ae ‘s, afford free access to every part of the premises to the 


ere Medical Officer of Health, the Inspector of Nuisances, or the 


surveyor of the Sanitary .\uthority, or to any committce specially 
appointed by the Sanitary Authority in that behalf, for the pur- 
pose of Inspecting such premises. 


Nott. Systematic and frequent inspection of slaughter-houses by the 
pitti crs or representatives of the Sanitary Authority 1s of the first importance, 
‘but, at the same time, tas most desirable that those who make ,the inspection 
‘should do so in then official capacities. Hence itis better that such a clause as 

/ the above should not include “all members of the Sanitary Authority,” but that 
the duty of inspection should be delegated to the officers named or to a 
committee of the Authority. It will be observed that the access required by 
this clause is “for the purpose of inspecting the premises.” For the purposes 
of inspecting as to meat diseased er unfit for the food of man, provision is made 
In section 131% of to Marr Vict, ¢. 343 and section 10o2* of the Pubhe Health 
Act, 1875, gives power of the entry to the Local Authority, or any of their 
ofhicers, into any premises for the purpose of examining as to the existence of 
cuny nupsance, 


Sate $ Every occupier of a slaughter-house shall cause every 
* } e ~ o e 
vided for @ttimal brought to such slaughter-house for the purpose of being 


animal to slaughtered, and confined in any pound, stall, pen, or Jair upon 
be slaugh- 


tered. the premises previously to being slaughtered, to be provided 
during such confinement with a sufficient quantity of wholesome 
water. 


Nowr.—This very proper provision comes within the scope of byelaws 
made under section 128* of 10 and 11 Vict., c. 34, masmuch as it relates to 
the prevention of cruelty. \ 

As regards the defimtion of the term “ pound ” . “lair, &c., reference 
may usefully be made to that portion of Dr. Ballard’s Official Report on 
Efluvium Nuisances? which deals with slaughter-houses. At page 142 of that 


* These sections are printed a erfane im Appendi No TL, pp. 265 and 202. 

t \s to this Special Act, see section 3roof the Pudlic Health Act, 1875, Appendia No. IL, 
p. 212. 

~ Supplement by the Medical Ofticer to the Sixth Annual Report of the Local Government 
Board {C.—1909]. 


187 : 


report he writes as follows:—°.\s to the keeping of the animals prior to 
slaughter. Unless a butcher slaughters the animals he has purchased on the 
day of purchase, he must deposit them somewhere, and at that place they may 
require to be fed. A plice used for this purpose is properly designated a lant,’ 
and in such a place animals may be and are kept tor several days. But, ALUN, 
he must have on his premises, and close to the slaughter-house, a place where 
animals which are intended for immediate slaughter may stand. Such a place is 
properly termed a ‘pound. Animals are sometimes kept in the ‘las? for 
several days, but they are only properly kept ino the ‘pound? for a few hours, 
In the best public abéaforrs, this distincuion between the ‘lars? and the ‘pound? 
is maintained... . In the best aranged slaughter-houses, both pubhe and 
private, that I have seen, the pound is separated by a fiee space trom: the 
slaughter-houses. . .. . di 


8. Every occupier of a slaughter-house and cvery servant of ee 
1 . of unneces- 
such occupier and every other person employed upon the premises sary pan 


in the slaughtering of cattle shall, before proceeding to slaughter Se dunng 
dS oO a oH Slaughter: 


any full, ox, cow, heifer, or steer, cause the head of such ing. 
animal to be securely fastened so as to cnable such animal to be 
felled with as little pain or suffering as practicable, and shall in 
the process of slaughtering any animal use such instruments and 
appliances and adopt such method of slaughtering and otherwise 
take suchpfucautions as may be requisite to secure the infliction 
of as little pain or suffering as practicable. 


Notr -~This clause relates to the prevention of crucity. The first) part 
requires that annals which are falled before bemy slaughtered should have then 
heads so fixed that the full effect of the blow #hall not fal owing to a movement 
on the part of the animal or otherwise. So, also, whilst tors undesuable to 
specify special methods of slaughtering for different anunals, some such general 
provision, as to instruments, Ac., as that which is contamed im the latter portion 
of the Clause wil for the same purpose of preventing cruelty be found to facihtate 
the control of the Samtary Authority over the operations of the slaughter houses. 
As to the various methods of slaughtering commonly adopted, see pages 
143~-145 Of Dr. Ballard’s report referred to in the Note to clause No. 7. 


ee ee ere ee sell eines alae anne Ue 
9. Every occupier of a slaughter-house shall cause the means (Ne 


of ventilation provided in or in connexion with such slaughter- main- 


house to be kept at all times in proper order and efficient action ee 


and so that the ventilation shall be by direct communication with order, &e. 
the external air. 


Note.—The provision of adequate means of ventilation having been required 
as a condition of licence (see Prefatory Memorandum, rule 7, p. 173), this clause, 
whilst not relating primarily to matters of construction, requires that the means 
of ventilation shall be maintained as a condition necessary to the “cleanly and 
proper state” of the premises. 

As to the best means of maintaining a slaughter house in proper order and 
efficient action, see the extract from Dr. Ballard’s Official Report on Effluvium 
Nuisances in connexion with slaughter-houses, at p. 176, 
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10. Every occupier of a slaughter-house shall cause the 
drainage provided in or in connexion with such slaughter-house 
to be kept at all times in proper order and efficient action. 


Norr.-—This clause, like the preceding one, has reference to the maintenance 
in proper order and efficient action of one of the conditions-—proper drainage — 
which should have been held essential to the granting of the licence. See 
Prefatory Memoranduin, rules 3, 4, and 8, pp. 173,174. See also the extract from 
Dr. Ballard’s Official Report on Effluvium) Nursances in connexion with slaughter- 
houses, at pp. 175, 176. 


bi. Every occupier of a slaughter-house shall cause every part 
of the internal surface of the walls and every part of the floor or 
pavement of such slaughter-house to be kept at all times in good 
order and repair, so as to prevent the absorption therein of any 
blood or Jiquid refuse or tilth which may be spilled or splashed 
thereon, or any offensive or noxious matter which nfay be 
deposited thereon or brought in contact therewith. 

He shall cause every part of the internal surface above the 
floor or pavement of such slaughter-house to be thoroughly 
washed with hot lime-wash at least four times in every year ; that 
is to say, at least once during the periods between thee frs/ and 
tenth of March, the first and tenth of Junc, the first and tenth of 
September, and the frst and tenth of December respectively. 

He shall cause every part of the floor or pavement of such 
slaughter-house, and every part of the internal surface of every 
wall on which any blood of liquid refuse or filth may have been 
spilled or splashed, or with which any offensive or noxious 
matter may have been brought in contact during the process of 
slaughtering or dressing in such slaughter-house, to be thoroughly 
washed and cleansed within three hours after the completion of 
such slaughtering or dressing. 


Note. --It has already been pointed out that the provisions of walls and 
pavement adapted to the requirements of a slaughter-house should be regarded as 
essential before a licence as granted (See rules in, and Note to Prefatory 
Memorandum, p. 173), and this clause provides for their being maintained in a 
proper state. As regards the penodic lime-washing, the process may have to be 
repeated oftener, in towns where a large amount of slaughtering is continuously 
In progress, than is here specified. The last paragraph deals with the cleansing 
required after cach use of the premises In connexion with this clause reference 
may usefully be made to a portion of the extract from section 28 of The Towns 
Police Clauses Act, 1847 (10 & 11 Vict., c. 89) in Appendix No. IL, p. 217. See 
also the extract from Dr. Ballard’s Report on Effluvium Nuisances in connexion 
with slaughter-houses, at pp. 175—177. 


12, An occupier of a slaughter-house shall not at any time 


keep any dog, or cause or suffer any dog to be kept in such 
slaughter-house. 
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He shall not at any time keep, or cause or suffer to be kept in Animals 


such slaughter-house any animal of which the flesh may be used Dae aes 
for the food of man, unless such animal be so kept in preparation exert for 


for the slaughtering thereof upon the premises. vaughter- 


ng: 
He shall not at any time keep any cattle, or cause or suffer and then 


any cattle to be kept in such slaughter-house for a longer period a ied 
¢ N CTO 


than may be necessary for the purpose of preparing such cattle, only. 
whether by fasting or otherwise, for the process of slaughtering. 
If, at any time, he keep or suffer to be kept in such slauchter- Such ani- 


% ° als ta be 
house any cattle for the purpose of preparation, whether by tea ‘i 7 


fasting or otherwise, for the process of slaughtering, he shall not pounds 

: 5 < AC, 
cause or suffer such cattle to be confined elsewhere than in the 
pounds, stalls, pens, or Jairs provided on the premises. 


Notr.—The prohibition contained in the first paragraph is necessary to the 
maintenance of a slaughter-house in a proper state, there being a dangerous 
parasitic infection which slaughter-house dogs- -always fed more or less on 
offal—are apt to assist in spreading. It ws to be noted that the dog as apt to 
harbour in its bowel a very small tapeworm (feaza echinoceceus), and that ut the 
ova of this tapeworm, which are voided m= great numbers by the dog, he 
swallowed by man or by sheep, oxen, pigs, and certain other animals, they 
develope itmhem into hydatids. The tapeworm in the bowel of the dog wall 
have already developed from hydatid infected food—say some hydatid infected 
liver of a sheep, ox. or poy --such as the dog would be likely to swallow from 
time to time along with slaughter-house offal. ‘The symptoms indicative of this 
tapeworm in the dog are generally quite trivial, only an expert being able to say 
whether the animal is playing the part of host to this tenia, Tndecd, the effects 
produced by tapeworm, whether in the dog or in man, are generally trivial 
compared with the serious results of hydatid On the same subject Dr. TP. 
Spencer Cobbold, I. R.S., writes:- - The tapeworms of the dog are not only 
numerous, but also parti ularly injurious, alike to their bearers and to mankind, 
By experimental research we have ascertained the sources of most of the tanta. 


The serrated species 2. 2 8 Common IN sporting anmnals. owing to the careless 
practice of allowing... . kennel masters to throw the fresh viscera of the 


intermediate hosts to the dogs” (Parasites : a ‘Preatise on the Ientozoa of Man 
and Animals. J. & A. Churchill, 187g). 

The second paragraph has two objects. Purst, it secks to reduce to the 
utmost the possiilty of the contamimation of the air of slaughter houses in 
which human food is necessarily for some time exposed, by the emanations which 
result from the keeping of cattle in pounds, Ac., connected with them. Such 
keeping of animals cannot well le altogether prohibited, since the meat of 
animals which have had time to rest and cool before bemy -laughtered, is better 
than that of those which are killed directly after having been driven. But they 
must be kept in pounds, &c., and not in the portion of the slaughter house used 
for slaughtering. 

Secondly, the prohibition in paragraph 2 auns at preventing the kecping 
of pigs on the premises of slaughter-houses, owing to the risk of the parasitic 
infection of man On this point, Professor Leuckart writes in his work on 
“The Parasites of Man’ (translated by W. E. Hoyle, Fdinburgh, Young J, 
Penland, 1586) .—- ‘Other animals furnish us with the largest Contingent of our 
parasitic guests, but they transmit them in very different stages. The parasites 
which we derive from the animals used in food are adult forms, like the common 
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tapeworm and Zrrchina. We receive them, however, ina larval state, the tape- 
worm in the form of the bladder-worm, the Zrichina in its encapsuled form among 
the muscles, Both these forms are most commonly derived from the pig,” 
p.152. And again, “ From the pig we derive the Zama sottum” .. . . “The 
food of dogs and pigs should... . never consist (as in slaughter-houses and 
skinning sheds) of the remains of slaughtered . . . . animals,” pp. 156, 169. 

Indeed, strict Comphance with the tering of Clause No 12 may be expected 
to goa dong way towards restraining the multipheation of human parasites, and 
especially of the Tanta echinecoccus wy the locality to which the Clause apples. 

Having regard to the hability of fowls to become tuberculous as the result 
Of the ingestion of tubercle in discarded) offal, refuse, Ac, and to the facts that 
tubercle prevails extensively in the bovine species, and that fowls are largely used 
as human food, at becomes an important question whether a further clause 
should not be add.d te prohibit fowls from being kept in slaughter-houses. On 
the subject of tubercle in fowls, see the results of the investigations by Dr, Klein 
and Mr. Lingard ain the Annual Reports of the Medical Officer of the Local 
Government Board tor the years 1885 and 1886 


It has sometimes been proposed to insertat this pomt.a clause prohibiting the 
slauphter of diseased ammials many loensed shughter house. Butun view of the 
stringent provision of secs. bro- r1g* of 38 A 39 Vict, ©. 55, and those of see. 
r3r* of roOW rd Viet, e. 34, 9uch a clause iounnecessary. Under the first enact- 
ment wt wall rest with the keeper of the slanghter-house to prove that any diseased 
or unsound meat found upon his premises was not depesited for the purpose of 
preparation for sale, and intended forthe food of man ‘Theta. for an 
offence under that enactinent as also more stringent than any that could be imposed 
by bycliw indeed on conviction the occupier may be imprsencd without the 
ophonotadine “Phe penalty on conviction under the latter enactment for having 
any cattle, carease, Gr part ofa carease unfit for food) also considerably cxseceds 
that permissible under chiuse No 16 of this series of bvelaws 

In ceattummcases the use of a slaughter house forthe shiuehtor of diseased 
anims is recopnived as permissible under several provisions of the Contagious 
Diseases Animals Vet a8ps, and of the Animals Order of 1884. See especially 
sections 27 (vi) and: 32 (avi) of the Actot a878 2 and also Chapter 2 — Pleuro- 
Pheumoma (Regulation V- Por Slaughter. Chapter 300 Poot and Mouth 
Disease (Regulation A For Slaughter, and Chapter 1s - Slavchter houses, of 
the Order of r884.* 

13. Every occupier of a slaughter-house shall cause the hide 
or skin, fat. and offal of every animal slaughtered on the 


premises to be removed therefrom within) twenty-four hours 
after the completion of the slaughtering of such animal. 

Norte.- As tothe faciities usually experienced ino securing the removal of 
the materials referred to within the needed interval after slaughtering, see Note 
to clause Now rg, p. tot See alse as to this clause, the eatract from Dr. Dallard’s 
Report on Effluyvium) Nuisances ins connexion with slaughter-houses, at pp. 
74-176, 

14. Every occupier of a slaughter-house shall cause the means 
of water supply provided in or in conneaion with such slaughter- 
house, to be kept. at all times, in) proper order and efficient 
action, and shall provide for use on the premises a sufficient 


a emnmeperee or wee te ee ee ee te ae ae eee eee 





ee 


* These sections, Ac, are printed a2 eafemoe ine Appendix No. IL, pp. 204, 216, and 219 to 221, 
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supply of water for the purpose of thoroughly washing and 
cleansing the floor or pavement, every part of the internal 
surface of every wall of such slaughter-house, and ev ery 
vessel or receptacle which may be used for the collection and 
removal from such slaughter-house of any blood, manure, 
garbage, filth, or other refuse products of the sh. tughtering of any 
cattle or the dressing of any carcase on the premises. 


Noik.-- The Prefatory Memorandum (see rule 6, and Note, po rz) points 
to the necessity of seeing that premises proposed to be used as slaughter houses 
are provided with adequate arrangements for water supply before they ate 
licensed. ‘This provision being made, the above clause requires that at shall be 
so maintained as, at all times, to secure the efficient Cleansing of the premises, 
With reference to the maintenance of the condition of Cleanliness, Ae. see 
the extract from Dr. Ballard’s Official Report on Leffluvium Nutsances in con. 
nesion with slaughter-houses, at pp. 175, 176. 


Every occupier of a slaughter-house shall provide a 
sificion number of vessels or receptacles, properly constructed 
of galvanized iron or other non-absorbent material, and furnished 
with closely -fitting covers, for the purpose of receiving and 
conveying from such slaughter-house all blood, manure, garbage, 
filth, or other refuse products of the slaughtering of any cattle or 
the dresstny Bf any carcase on the premises 

He shall forthwith upon the completion of the 4h mohtering of p 
any cattle or the dressing of any carcase in such st. Wiehte rhouse 
cause such blood, manure, garbage, filth, or other refuse 
products to be collected ae deposited ain such vessels or 
receptacles, and shall cause all the contents of such vessels or 
receptacics to be removed from the premises at least once in 
every twenty-four hours. 

He shall cause every such vessel or receptacle to be 
thoroughly cleansed immediately after such vessel or receptacle 
shall have been used for such collection and re moval, and shall 
cause every such vessel or receptacle when not in actual use to 
be kept thoroughly clean. 


Nore. ~The blood, manure, &c., having been received into proper vessels, 
&c., which should always be constructed of some non absorbent material, the 
removal of the vessels from the premises at least once ino twenty four hours as 
requued under the terms of sec 128% of ro & 11 Vict, ©. 34, so that it would 
not be permissible to make a byelaw requiring such removal once at least in every 
48 hours. Asa rule, no difficulty 15 experienced in complying with this require- 
ment, such articles as blood, manure, gut, &c., being in sufficient demand for 
certain manufacturing purposes ; but under any circumstances their retention in 
a slaughter-house where food for human consumption is often exposed, should not 
he entertained for a lonyer period than that specified. Control as to the hours 
during which the removal is to be effected, and as to the doings of persons 


carrying it out is often necessary, but any byelaws as to this should be made under 


the provisions of section 44* of the Public Health Act, 1875. see as to this the 








~- = wee ee eee a ee con ite ce oe 


* These sections are printed 2 extenso in Appendix No. IL., pp. 21 15 and 199. 
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series of byeiaws with respect to Nuisances, clauses No. 4—6 pp. 30--32. The 
efficient cleansing of all vessels used in slaughter-houses should be strictly enforced 
as the result of frequent and systematic inspection. 


Clause as «1 6. ~ Every person who shall offend against any of the fore- 

topenal: going byclaws for the registering and inspection of slaughter- 

houses, for preventing cruclty therein, for keeping the same in a 

cleanly and proper state, for removing filth at least once in every 

twenty-four hours, and for requiring such slaughter-houses to be 

provided with a sufficient supply of water, shall be liable for 

every such offence to a penalty of five pounds, and in the case 

of a continuing nuisance to a penalty of few sheddings for every 

day during which such nuisance shall be continued after the 
conviction for the first offence : 

Provided, nevertheless, that the justices or court before whom 
any complaint may be made or any procecdings may be taken 
in respect of any such offence may, if they think fit, adjud&e the 
payment as a penalty of any sum les than the full amount of the 
penalty imposed by this byclaw. 


Norn.- It will be observed that this clause provides no penalty for the 
censing clauses, since if the apphcant does not comply with the conditions, his 
penalty will be that he gets no licence. ‘The sums inserted in this clause, namely, 
hoe pounds and fen sArdiines are those named in section 128* Of ro and mi Vict, 
¢. 34, and should therefore not be altered Where there are existing byclaws a 
repeal clause should be added in the form given on p. 23. 


Byclaws as 

ia pak he As regards proposals to make byclaws tor the regulation of public slaughter- 
slaughter. houses, the subjomned extract fronpacieutair letter ofthe Local Government Board, 
houses. 2sth July, 1882, will go to show that such byelaws need, as a rule, only be few in 


number, and that they may readily be bascd on certain of the clauses as to 
slaughter-houses Heensed under the Public Health Act, 1875 :-- 


“By section 109 of the 38 & 39 Vict., cap. 55, 1t 1s enacted 
that any Urban Authority may, if they think fit, provide 
slaughter-houses, and that they shall make byclaws with respect 
to the management and charges for the use of any slaughter- 
houses so provided. 

“Phe Board have been called upon to revise and confirm 
many series of byclaws for the regulation of public slaughter- 
houses; but these slaughter-houses have, for the most part, 
been provided ino pursuance of the powers conferred by Local 
Acts. “The matters as to which byelaws are authorized by such 
Local .\cts are generally described with some minuteness, and 
with reference to the requirements of the particular establishment 
to which each Act relates. 

“In the few instances in which application has been made to 
the Board for confirmation of byelaws with respect to public 


* This section is printed #2 exfense in Appendix No. IL, p. 215. 
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slaughter-houses provided under section 169 of the Public 
Health Act, 1875, they have found that local trade usages, the 
extent and plan of the premises, and the administrative arranye- 
ments of the Sanitary Authority render it neccssary to embody 
in each set of byelaws rules which are altogether special in their 
characteristics. The experience of the Board leads them to 
the conclusion that, to ensure good management, Sanitary 
Authorities may be advised to rely mainly upon the structural 
fitness of the premises, the provision of needful appliances and 
conveniences, and the efficient discharge by their officers and 
servants of duties, having for their object the maintenance of the 
premises in a cleanly and wholesome condition. The control 
thus exercised by a Sanitary Authority, as owners of a public 
slaughter-house, may, if necessary, be supplemented by ai few 
byelays such as may be readily framed upon the basis of some 
of the clauses comprised i in the Model Series relating to private 
slaughter-houses.” 
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APPENDIX IT. 


Sections of the Public Health Act, 1875 (38 & 30 Viet, ¢ 85) and the 
Public Health (Buildings tn Streets) Act, U888, relating to the applt- 
cation of Byelaws with respect to (\) Cleansing of Feotwoars, Privies, 
&e., (B) Nursances,(C) Common Lodeinge-houses, (DW) New Streets and 
Buildings, and (¢.) Slauehter-houses. 


Public HrEaurin Actr, 1875. 


SEC. 4 Inthis Act, ifnot inconsistent with the context, the following Defini- 
‘words and expressions have the meanings herein-after respectively ae 
assigngd to them ; that is to say — 

* * * * * * 

* Surveyor” includes any person appointed by a rural authority to 
perform any of the duties of surveyor under this Act. 

“Lands” and “ Premises” include messuages, buildings, lands, case- 
ments and hereditaments of any tenure : 

be —. . * ee 

“Owner” means the person forthe time being receiving the rack-rent 
of the lands or premises in connexion with which the word is used, 
whether on his own account or as agent or trustee for any other 
person, or who would so receive the same if such lands or premises 
were Ict at a rack-rent : ® 

“Rack-rent ” means rent which ts not less than two-thirds of the full 
net annual value of the property out of which the rent arises ; and 
the full net annual value shall be taken to be the rent at which 
the property might reasonably be expected to Iet from ycar to 
year, fice from all usual tenant’s rates and taxes, and tithe com- 
mutation rent-charge “if any), and deducting therefrom the probable 
average annual cost of the repairs, insurance, and other expenses 
Gf any) necessary to maintain the same in a state to command 
such rent : 

“ Street” includes any highway (not being a turnpike road), and any 
public bridge (not being a county bridge), and any road, lane 
footway, square, court, alley, or passage whether a thoroughfare 
or not: 

“House” includes schools, also factories and other buildings in which 
more than twenty persons are employed at one time: 

“Drain” means any drain of and used for the drainage of one 
building only, or premises within the same curtilage, and made 
merely for the purpose of communicating therefrom with a cess. 
pool or other like receptacle for drainage, or with a sewer into 
which the drainage of two or more buildings or premises occu- 
pied by different persons is conveyed : 


Power to 
local 
authority 
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f 
*Sewer” includes sewers and drains of every description, except 
drains to which the word “drain” interpreted as aforesaid applies, 
and except drains vested in or under the control of any authority 
having the management of roads and not being a local authority 
under this Act: 


Src. 23. Where any house within the district of a local authority is 
without a drain sufficient for effectual drainage, the local authority shall 


toenforre by written notice require the owner or occupier of such house, within a 


drainage of 


undrained 
houses. 


4 


} 


Power of 
local 
authority 
to sequire 
houses to 
be drained 
into new 
sewers. 


reasonable time therein-specificd, to make a covered drain or drains 
emptying into any sewer which the local authority are entitled to use, 
and which is not more than exe hundred feet from the site of such house ; 
but if no such means of drainage are within that distance, then emptying 
into such covered cesspool or other place not being under any house as 
the local authority direct ; and the local authority may require any 
such drain or drains to be of such materials and size, and to be laid at 
such level, and with such fall as on the report of their surveyor may 
appear to them to be necessary. ae 

If such notice is not complied with, the local authority may, after the 
expiration of the time specified in the notice, do the work required, and 
may recover in a summary manner the expenses incurred by them in so 
doing from the owner, or may by order declare the same to be private 
Improvement expenses, e 

Provided that where, in the opinion of the local authority, greater 
expense would be incurred in causing the drains of two or more houses 
to empty into an existing sewer pursuant to this section, than in con- 
structing a new sewer and causing such drains to empty therein, the 
local authority may construct such new sewer, and require the owners or 
occupiers of such houses to cause their drains to empty therein, and may 
apportion, as they deem just, the expenses of the construction of such 
sewer among the owners of the several houses, and recover in a summary 
manner the sums apportioned from such owners, or may by order 
declare the same to be private improvement expenses. 


SEC, 24. Where any house within the district of a local authority 
has a drain communicating with any sewer, which drain, though sufficient 
for the effectual drainage of the house, is not adapted to the general 
sewerage system of the district, or is, in the opinion of the local 
authority, otherwise objectionable, the local authority may, on condition 
of providing a drain or drains as effectual for the drainage of the house, 
and communicating with such other sewer as they think fit, close such 
first-mentioned drain, and may do any works necessary for that purpose, 
and the expenses of those works, and of the construction of any drain 


or drains provided by them under this section, shall be deemed to be 
expenses properly incurred by them in the execution of this Act. 


/ SEc. 25. It shall not be lawful in any urban district newly to erect Venalty on 


fany house or to rebuild any house which has been pulled down to or i: 
below the ground floor, or to occupy any house so newly erected or without 
rebuilt, unless and until a covered drain or drains be constructed, of such | jan 

size and matcrials, and at such level, and with such fall as on the report | stricte 

of the surveyor may appear to the urban authority to be necessary for 

the effectual drainage of such house; and the drain or drains so to be 

constructed shall empty into any sewer which the urban authority are 

entitled to use, and which is within eve Awndred feet of some part of the 

site of the house to be built or rebuilt , but if'no such means of drainage 

are within that distance, then shall empty into such covered) cesspool or 

otherplace, not being under any house, as the urban authority direct. 

Any person who causes any house to be crected or rebuilt, or any 
drain to be constructed in contravention of this section, shall be liable to 

a penalty not 


PRIVIES, WATERCLOSETS, &¢. 


Sree 35 It shall not be lawful newly to erect any house, or to Penalty on 
rebuild any house pulled down to or below the ground floor, without a daa 
sufficient watercloset carthcloset or privg and an ashpit furnished) with without 
proper doors and coverings. raiauvinlan 

Any person who causes any house to be erected or rebuilt ins con- ten, 
travention of this enactment shall be liable to a penalty not exceeding 


tiventy pounds. 


err % 


SEC. 36. Ifa house within the district of a local authority appears to Power of 
such authority by the report of their surveyor or inspector of nuisances aes 
to be without a sufficient waterclosct cartheloset or privy and an ashpit enforce 
furnished with proper doors and coverings, the local authority shall, by Mey 
written notice, require the owner or occupicr of the house, within a accommes 
reasonable time therein specified, to provide a sufficient watercloset or ee 
earthcloset or privy, and an ashpit furnished as aforesaid, or cither of 
them, as the case may require. 

If such notice is not complied with, the local authority may, at the 
expiration of the time specified in the notice, do the work thereby 
required to be done, and may recover in a summary manner from the 
owner the expenses incurred by them in so doing, or may by order 
declare the same to be private improvement expenses: Provided that 
where a watercloset earthclosct or privy has been and is used in common 


by the inmates of two or three houses, or if in the opinion of the local 
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authority a waterclosct, carthclosct or privy may be so used, they need 
not require the same to be provided for cach house. 


As to Sec. 37. Any enactment in force within the district of any local 
eee authority requiring the construction of a waterclosct shall be deemed to 


be satisfied by the construction, with the approval of the local authority, 
of an earthclosct. 
; Any local authority may, as respects any house in which any earth- 
| closet is in use with their approval, dispense with the supply of water 
_ required by any contract or cnactment to be furnished to any water- 
closet in such house, on such terms as may be agreed on between such 
' authority and the person providing or required to provide such supply of 
water. 

Any local authority may themselves undertake or contract with any 
person to undertake a supply of dry earth or other deodorizing substance 
to any house within their district for the purpose of any earthcloset. 

In this Act the term “ earthcloset ” includes any place for the recep- 
tion and deodorization of fa:cal matter constructed to the satisfaction of 
the local authority. 


SCAVENGING ANID CLEANSING, —— ° 


Regulatious as to Streets and Houses. 


ein A SEC. 42. Every local authority may, and when required by order of 
iniarovitle the Local Government Board shall, themselves undertake or contract 
for cleans- for— 

ing of 


streets and The removal of house refuse from premises ; 
Sue of The cleansing of earthclosets privies ashpits and cesspools ; 


either for the whole or any part of their district : Moreover, every urban 
authority and any rural authority invested by the Local Government 
Board with the requisite powers may, and when required by order of the 
said Board shall, themselves undertake or contract for the proper cleans- 
ing of streets, and may also themselves undertake or contract for the 
proper watcring of streets for the whole or any part of their district. 

All matters collected by the local authority or contractor in pursuance 
of this section may be sold or otherwise disposed of, and any profits thus 
made by an urban authority shall be carried to the account of the fund 
or rate applicable by them for the gencral purposes of this Act ; and any 
profits thus made by a rural authority in respect of any contributory 
place shall be carried to the account of the fund or rate out of which 
expenses incurred under this section by that authority in such con- 
tributory’ place are defrayed. 

If any person removes or obstructs the local authority or contractor 
in removing any matters by this section authorized to be removed by the 
local authority, he shall for each offence be liable to a penalty not exceed- 


2 


ane five pounds: Provided that the occupicr of a house within the district 
shall not be liable to such penalty in respect of any such matters which 
are produced on his own premises and are intended to be removed for 
sale or for his own use, and are in the meantime kept so as not to bea 
nuisance. 


SEc. 43. If a local authority who have themselves undertaken or con- Penalty 
tracted for the removal of house refuse from premises, or the cleansing of le eer 
earthclosets privics ashpits and cesspools fail, without reasonable excuse, authority 
after notice in writing from the occupier of any house within their district era ee 
requiring them to remove any house refuse or to cleanse any carthcloset 
privy ashpit or cesspool belonging to such house or used by the occupiers 
thercof, to cause the same to be removed or cleansed, as the case may be, 
within seven days, the local authonty shall be liable to pay to the 
occupier of such house a penalty not exceeding five shidiines for every day 
during which such default continues after the expiration of the said period. 


SEc. 44. Where the local authority do not themselves undertake or Power of 


local 
contract for-— authority 
The, cleansing of footways and pavements adjoining any premises ; iy a 
: vent 
The removal Of house refuse from any premises ; imposing 
T ; . : Be at ; i duty of 
he cleansing of earthclosets privies ashpits and cesspools belonging clearing: 
to any premises ; dc., on 


they may make byelaws imposing the duty of such cleansing or removal, COUP 


at such intervals as they think fit, on thagoceupier of any such premises. 

An urban authority may also make byclaws for the prevention. of 
nuisances arising from snow filth dust ashes and rubbish, and for the 
prevention of the keeping of animals on any premises so as to be injurious 
to health. 


Penalty in 
respect of 
(1.) Keeps any swine or pigstye in any dwelling-house, or so as to be certain 
a nuisance to any person ; or aes 
(2.) Suffers any waste or stagnant water to remain in any ccllar or mises. 
place within any dwelling-house for twenty-four hours after 
written notice to him from the urban authority to remove the 
same ; or 
(3.) Allows the contents of any watercloset privy or cesspool to ovet- 
flow or soak therefrom, 
shall for every such offence be liable to a penalty not excecding Sorty 
shillings, and to a further penalty not exceeding five shillings for every 
day during which the offence is continued, and the urban authority 
shall abate or cause to be abated every such nuisance, and may recover 
in a summary manner the expenses incurred by them in so doing from 
_the occupier of the premises on which the nuisance exists. 


Src. 47. Any person who in any urban district— 
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Periodical SEC. 50. Notice may be given by any urban authority (by public 

ee announcement in the district or otherwise) for the periodical removal of 

from mews manure or other refuse matter from mews, stables, or other premises ; and 
where any such notice has been given any person to whom the manure 
or other refuse matter belongs who fails so to remove the same, or permits 
a further accumulation, and does not continue such periodical removal at 
such intervals as the urban authority direct, shall be liable without further 
notice to a penalty not exceeding twenty shillings for each day during 
which such manure or other refuse matter is permitted to accumulate. 


COMMON LODGING-HOUSES. 


Registers 76. Every local authority shall keep a register in which shall be 
of common 


lodging- entered the names and residences of the keepers of all common lodging- 
houses tO houses within the district of such authority, and the situation of every 


para such house, and the number of lodgers authorized under this Act by such 
authority to be received therein. 

A copy of any entry in such register, certified by the clerk of the local 
authority to be a true copy, shall be reccived in all courts and on all 
occasions as evidence, and shall be sufficient proof of the matter registered, 
without production of the register or of any document or_thing on which 
the entry is founded ; and a certified copy of any Sich « entry shall be 
supplied gratis by the clerk to any person applying at a reasonable time 
for the same. 

er ie 77. A person shall not keeg a common lodging-house or receive a 
ing ouaey lodger therein unless the house is registered in accordance with the 
to be ~——sprovisions of this Act ; nor unless his name as the keeper thereof is 
registered 


astobe entered in the register kept under this Act: Provided that when the 
. nue person so registered dics, his widow or any member of his family may 
tered keep the house as a common lodging-house for not more than four weeks 


keepers. after his death without being registered as the keeper thereof. 


estou 78. A house shall not be registered as a common lodging-house 


may refuse until it has been inspected and approved for the purpose by some officer 
oe of the local authority ; and the local authority may refuse to register as 
the keeper of a common lodging-house a person who docs not produce to 
the Jocal authority a certificate of character, in such form as the local 
authority direct, signed by three inhabitant houscholders of the parish 
respectively rated to the relicf of the poor of the parish within which the 
lodging-house is situate for property of the yearly rateable value of six 
, pounds or upwards, 
Notice o 79. The keeper of every common lodging-house shall, if required in 
erie be writing by the local authority so to do, affix and keep undefaced and 
fixedto «legible a notice with the words “ Registered Common Lodging-house” in 
*  \some conspicuous place on the outside of such house. 
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The keeper of any such house who, after requisition in writing from 
the local authority, refuses or neglects to affix or renew such notice, shall 
be liable to a penalty not exceeding five pounds, and to a further penalty 
of ten shillings for every day that such refusal or neglect continues after 


conviction. 
7 
80. Every local authority shall from time to time make byclaws— — Hyelaws 
(1.) For fixing and from time to time varying the number of lodgers {2 yo" 
who may be received into a common lodging-house, and for authority. 
the separation of the sexes therein ; and 
(2.) For promoting cleanliness and ventilation in such houses; and 
(3.) For the giving of notices and the taking precautions in the case 
of any infectious disease ; and 
(4.) Generally for the well-ordering of such houses. 


8f Where it appears to any local authority that a common lodging- ee 
house is without a proper supply of water for the use of the lodgers, and anthony 
that such a supply can be furnished thereto at a reasonable rate, the local naa 
authority may by notice in writing require the owner or keeper of such water to 
house, within a time specified therein, to obtain such supply, and to do bere 
all works neccsseagg for that purpose ; and if the notice be not complied 
with accordingly, the local authority may remove such house from the 


register until it is complied with. 


* 


8 
of the local authority, limewash the wafls and ceilings thereof in. the 
‘first week of cach of the months of April and October in every year, and 
shall if he fails to do so be liable to a penalty not exceeding forty 
shillings. 


Ww 


The keeper of a common lodging-house shall, to the satisfaction Lime- 
washing of 
houses. 


83. The keeper of a common lodging-house in which beggars or Power to 
: order re- 


vagrants are received to lodge shall from time to time, if required mn ports peer 
writing by the local authority so to do, report to the local authority, ee ea 
Wm) i) 


to such person as the local authority direct, every person who CSOrLeE seers ngs 
to such house during the preceding day or night, and for that purpose saan. 
schedules shall be furnished by the local authority to the person so 
ordered to report, which schedules he shall fill up with the information 
required, and transmit to the Incal authority. 

84. The keeper of a common lJodging-house shall, when a person in ae 
such house is ill of fever or any infectious discase, give immediate notice notice of 
thercof to the medical officer of health of the local authority, and also ele gs 
to the Poor Law relieving officer of the union or parish in which the 


common lodging-house is situated. 


85. The keeper of a common lodging-house, and every other person elie 
having or acting in the care or management thereof, shall, at all times 
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when required by any officer of the local authority, give him free access 
{ to such house or any part thereof; and any such keeper or person who 
‘refuses such access shall be liable to a penalty not exceeding five pounds. 


ty vecoes 7 86. Any keeper of a common lodging-house who— 


of houses. | (1.) Receives any lodger in such house without the same being 
registered under this Act ; or 
(2.) Fails to make a report, after he has been furnished by the local 
; authority with schedules for the purpose in pursuance of this 
Act, of the persons resorting to such house ; or 
(3) Fails to give the notices required by this Act where any person 
has been confined to his bed in such house by fever or other 
infectious discase, 
shall be able to a penalty not exceeding five founds, and in the case of 
pacontinuing offence to a further penalty not exceeding forty shillings 
for every day during which the offence continues. 


Evidence 87. In any proceedings under the provisions of this Act relating to 
as to faintly . 


in proceed- COMMON lodging-houses, if the inmates of any house or part of a house 


ings. allege that they are members of the same family, the byiden of proving 
such allegation shall lic on the persons making it. 
oe 88. Where the keeper of a common lodging-house is convicted of a 


offence to third offence against any of the provisions of this .\ct relating to common 
ae lodging-houses, the court befmre whom the conviction for such third 


from keep: offence takes place may, if it thinks fit, adjudge that he shall not at any 
ing com- 


mon lode: time within five years after the conviction, or within such shorter period 

ing-house. after the conviction as the court thinks fit, keep a common lodging-house 
without the previous licence In writing of the local authority, which 
licence the local authority may withhold or grant on such terms and con- 
ditions as they think fit. 


ratte 89. For the purposes of this Act the expression “common lodging- 
tion o 


‘common house" includes, in any case in which only part of a house is used as a 


foiging: common lodging-house, the part so used of such house. 
ouse. 


NUISANCES. 


Local | 94. On the receipt of any information respecting the existence of a 
authority =; ~ : : 


to serve muisance the local authority shall, if satisfied of the existence of a 
ae fuisance, serve a notice on the person by whose act default or sufferance 


abatement the nuisance arises or continues, or, if such person cannot be found, on 
alae he owner or occupier of the premises on which the nuisance arises 


equiring him to abate the same within a time to be specified in the 
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hotice, and to execute such works and do such things as may be necessary 
for that purpose: Provided— 


First. That where the nuisance arises from the want or defective 
construction of any structural convenience, or where there is 
no occupier of the premises, notice under this section shall be 
served on the owner : 


Secondly. That where the person causing the nuisance cannot. be 
found, and it is clear that the nuisance does not arise or 
continue by the act default or sufferance of the owner or 
occupicr of the premiscs, the local authority may themselves 
abate the same without further order. 


95. If the person on whom a notice to abate a nuisance has been On non- 
served makes default in complying with any of the requisitions thereof sy 
withiy the time specified, or if the nuisance, although abated since the complunt 
service of the notice is, in the opinion of the local authority, Thely to : ae 
recur on the same premises, the local authority shall cause a complaint 
relating to such nuisance to be made before a justice, and such Justice 
shall thercupon issue a summons requiring the person on whom the 
notice was served to appear before a court of summary jurisdiction. 

oe 


SEC. 96. If the court is satisfied that the alleged nuisance exists, or that Power of 
although abated it is likely to recur on the same premises, the court aes 
shall make an order on such person requiring him to comply with all or eee 
any of the requisitions of the notice, or ofhern ise to abate the nuisance wider deal- 
within a time specified in the order, and to do any works necessary for ey 
that purpose ; or an order prohibiting the recurrence of the nuisance and 
directing the exccution of any works necessary to prevent the recurrence ; 
or an order both requiring abatement and prohibiting the recurrence of 
the nuisance. 

The court may by their order impose a penalty not excecding five 
pounds on the person on whoin the order is made, and shall also give 
directions as to the payment of all costs incurred up to the time of the 
hearing or making the order for abatement or prohibition of the 


nuisance. 


SEc. 102. The local authority, or any of their officers, shall be ue 
admitted into any premises for the purposes of examining as to the local — 
existence of any nuisance thereon, or of enforcing the provisions of any @henty- 
Act in force within the district requiring fireplaces and furnaces to con- 
sume their own smoke, at any time between the hours of nine in the 
forenoon and six in the afternoon, or in the case of a nuisance arising 
in respect of any business, then at any hour when such business is in 
progress or is usually carricd on. 


Where under this Act a nuisance has been ascertained to exist, or an 


Power of 
medical 
officer of 
health to 
inspect 
meat, &c. 


4 
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Yustice to 
rder 
estruction 
of unsound 


inieat, &c. 
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order of abatement or pruhibition has been made, the local authority or 
any of thcir officers shall be admitted from time to time into the premises 
between the hours aforesaid, until the nuisance is abated, or the works 
ordered to be done are completed, as the case may be. 

Where an order of abatement or prohibition has not been complied 
with, or has been infringed, the local authority, or any of their officers, 
shall be admitted from time to time at all reasonable hours, or at all 
hours during which business is in) progress or is usually carried on, into 
the premises where the nuisance exists, in order to abate the same. 

If admission to premises for any of the purposes of this section is 
refused, any justice on complaint thereof on oath by any officer of the 
local authority (made after reasonable notice in writing of the intention 
to make the same has been given to the persen having custody of the 
premises), may, by order under his hand, require the person having 
custody of the premises to admit the local authority, or their gfficer, 
into the premises during the hours aforesaid, and if no person having 
custody of the premises can be found, the justice shall, on oath made 
before him of that fact, by order under his hand authorize the local 
authority or any of their officers to enter such premises during the hours 
aforesaid, 

Any order made by a justice for admission of the*Tocal authority or 
any of their officers on premises shall continue in force until the nuisance 
has been abated, or the work for which the entry was necessary has been 
done. 


@ 
Unsounn Mi atr, &c. 


She. 116. Any medical officer of health or inspector of nuisances may 
at all reasonable times inspect and examine any animal carcase meat 
poultry game flesh fish fruit vegetables corn bread flour or milk exposed 
for sale, or deposited in any place for the purpose of sale, or of pre- 
paration for sale, and intended for the food of man, the proof that the 
same was not exposed or deposited for any such purpose, or was not 
intended for the food of man, resting with the party charged ; and if any 
such animal carcase meat poultry game flesh fish fruit vegetables corn 
bread flour or milk appears to such medical officer or inspector to be 
discased or unsound or unwholesome or unfit for the food of man, he 
may seize and carry away the same himself or by an assistant, in order 
to have the same dealt with by a justice 


SFeo iz. Tf it appears to the justice that any animal carcase meat 
poultry game flesh fish fruit vegetables corn bread flour or milk so seized 
is diseased, or unsound, or unwholesome, or unfit for the food of man, he 
shall condemn the same, and order it to be destroyed or so disposed of 
as to prevent it from being exposed for sale or used for the food of 
man ; and the person to whom the same belongs, or did belong at the 
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time of exposure for sale, or in whose possession or on whose premises 
the same was found, shall be liable to a penalty not exceeding twenty 
pounds for every animal carcase or fish or piece of meat flesh or fish, 
or any poultry or game, or for the parcel of fruit vegetables corn 
bread or flour or for the milk so condemned, or, at the discretion of the 
justice, without the infliction of a fine, to imprisonment for a term of not 
morc than three months. 

The justice who, under this section, is empowered to convict the 
offender may be either the justice who may have ordered the article to 
be disposed of or destroyed, ore any other justice having jurisdiction in 


the place. 


SEC. 118. Any person who in any manner prevents any medical officer Penalty tor 
of health or inspector of nuisances from entering any premises and ee 
inspegiing any animal carcase meat poultry game flesh fish fruit inspecting 
vegetables corn bread flour or milk, ON] sedoor deposited for the meas Ac. 
purpose of sale, or of preparation for sale, and intended for the food of 
man, or who obstructs or impedes any such medical officer or inspector 
or his assistant, when carrying into execution the provisions of this .N\ct, 
shall be liable to a penalty not exceeding five pounds 

— 

SEC. 11g. On complaint made on oath by a medical officer of health Search 
or by an inspector of nuisances, or other officer of a local authority, any nag 
justice may grant a warrant to any such officer to enter any building: or granted by 
part of a building in which such. officer lt is reason for beheving that SUR: 
there is hept or conecaled any animal carcase meat poultry game flesh 
fish fruit vegetables corn bread flour or milk which is intended for sale 
for the food of man, and is discased unsound or unwholesome, or unfit 
for the food of man, and to search for seize and carry away any such 
animal or other article in order to have the same dealt with by a justice 
under the provisions of this .\ct. 

Any person who obstructs any such officer in the performance of his 
duty under such warrant shall, in addition to any other punishment to 
which he may be subject, be liable to a penalty not exceeding twenty 


pounds. 


INFECTIOUS DISLASLS AND TIOSPITALS. 


Src. 124. Where any suitable hospital or place for the reception of Removal 


; : : Saker : . iene of infected 
the sick is provided within the district of a local authority, or within a pens : 
convenient distance of such district, any person who is suffering from any Without 

TOpDCEe 
dangerous infectious disorder, and ts without proper lodging or accom- lodging to 


modation, or lodged in a room occupicd by more than one family, or is bic ee he 
order o 

on board any ship or vesscl, may, on a certificate signed by a legally justice. 

qualified medical practitioner, and with the consent of the superintend- 


ing body of such hospital or place, be removed, by order of any justice 


Power 

to make 
byclaws 
respecting 
new build- 
ings, &e. 
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to such hospital or place at the cost of the local authority ; and any person 
so suffering, who is lodged in any common lodging-house, may, with the 
like consent and on a like certificate, be so removed by order of the local 
authority. 

An order under this section may be addressed to such constable or 
officer of the local authority as the justice or local authority making the 
samc may think expedient ; and any person who wilfully disobeys or 
obstructs the cxecution of such order shall be liable to a penalty not 
exceeding ten pounds. 


BYLLAWS AS TO NEW BUILDINGS. 


Sree is§7. Every urban authority may make byclaws with respect to 

the following matters ; (that is to say), = 

(1.) With respect to the level width and construction of new streets, 
and the provisions for the sewerage thereof - 

(2.) With respect to the structure of walls foundations roofs and 
chimneys of new buildings for securing stability and the preven- 
tion of fires, and for purposes of health - 

(3) With respect to the sufficiency of the spacasebout buildings to 
secure a free circulation of air, and with respect to the ventila- 
tion of buildings : 

(4.) With respect to the drainage of buildings, to waterclosets earth- 
closets privies ashpits and cesspools in connexion with buildings 
and to the closing of buildings or parts of buildings unfit: for 
human habitation, and to prohibition of their use for such 
habitation : 

And they may further provide for the observance of such byelaws by 
enacting therem such provisions as they think necessary as to the 
giving of notices, as to the deposit of plans and sections by persons 
intending to lay out streets, or to construct buildings, as to inspection 
by the urban authority, and as to the power of such authority (subject 
to the provisions of this .\ct) to remove alter or pull down any work 
begun or done in contravention of such byelaws : Provided that no bye- 
law made under this section shall affect any building erected in any 
place (Which at the time of the passing of this .\ct is included in an 
urban sanitary district) before the Local Government Acts came into 
force in such place, or any building erected in any place (which at the 
time of the passing of this .\ct is not included in an urban sanitary 
district) before such place becomes constituted or included in an urban 
district, or by virtue of any order of the Local Government Board 
subject to this enactment. 

The provisions of this section . . . . . shall not apply to 

buildings belonging to any railway: company and used for the purposes 
of such railway under any act of Parliament. 
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Sec. 158. Where a notice, plan, or description of any work is required As te 
commience- 
by any byelaw made by an urban authority to be laid before that ment. of 


Authority, the urban authority shall, within one month after the same Werks and 


ae 
DP eal 


removal 
has been delivered or sent to their surveyor or cleth, SHED Tn Writing of works 


their approval or disapproval of the intended work to the person” pro- Hen age 
posing to execute the same ; and if the work is commenced after such byelaws. 
notice of disapproval, or before the expiration of such month without 
such approval, and is in any respect not in conformity with any byelan 
of the urban authority, the urban authority may cause so much of the 
work as has been executed to be pulled down or removed. 

Where an urban authority incur expenses in or about the removal 
of any work executed contrary to any byelaw, such authority may 
recover in a summary manner the amount of such expenses ether from 
the person executing the works removed or from the person causing the 
works go be exccuted, at their discretion. 

Where an urban authority may under this section pull down: or 
remove any work begun or executed in contravention of any by claw, 
or where the beginning or the execution of the work is an offence in 
respect whereof the offender is Hable in respect of any byclaw to a 
penalty, the existence of the work ans its continuance in such a form 
and state as to be fecontravention of the by cl. iw shall be deemed to be 
a continuing offence, but a penalty shall not be incurred: in respect 
thereof after the expiration of one year from the day when the offence 
was committed or the byclaw was broken 


“ySec. 15g) For the purposes of this Net the re-ereeting of any eae 
building pulled down to or below the ground floor, or of any frame a new 
building of which only the framework is left down to the ground floor Iuilding. 
or the conversion into a dwelling-house of any building not. originally 
constructed for human habitation, or the conversion Into more than one 


dwelling-house of a building originally constructed as one dwelling- 


house only, shall be considered the erection of a new building. 
r 


SEc. 160. The provisions of the Towns Improvement Clauses Act, ene 
1847, with respect to the following matters ; that 1s to say, certain 
(1.) With respect to naming the streets and numbering the houses ; Poo 


rsof1ok it 
and Vict., ¢. 


(2.) With respect to improving the line of the streets and removing #4 
obstructions ; and 

(3.) With respect to ruinous or dangerous buildings ; and 

(4.) With respect to precautions during the construction and repair 
of the sewers streets and houses, 


hall, for the purpose of regulating such mattcrs in urban districts, be 
incorporated with this Act. 


Notices for alterations under the sixty-ninth, seventicth, and seventy- 
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first sections, directions under the seventy-third section, and orders under 
the seventy-fourth section of the said Towns Improvement Clauses Act, 
may, at the option of the urban authority, be served on owners instead 
of occupiers, or on owners as well as occupiers, and the cost of works 
done under any of these sections may, when notices have been so served 
on owners, be recovered from owners instead of occupiers ; and when 
such cost is recovered from occupiers so much thereof may be deducted 
from the rent of the premises where the work is done as is allowed in the 
case of private improvement rates under this Act. 


SLAUGHTER-ITOUSES. 


Src. 169. Any urban authority may, if they think fit, provide 
slaughter-houses, and they shall make byclaws with respect to the 
management and charges for the use of any slaughter-houses so provided. 

For the purpose of enabling any urban authority to regulate slaughter- 
houses within their district the provisions of the Towns Improvement 
Clauses Act, 1847, with respect to slauchter-houses shall be incorporated 
with this Act.* 

Nothing in this section shall prejudice or affect any rights powers 
or privileges of any persons incorporated by any locat Act passed before 
the passing of the Public Health Act, 1848, for the purpose of making and 
maintaining slaughtet-houses. 


sec. 170. The owner or occupier of any slaughter-house licensed or 
repaustered under this s\ct shall within one month after the licensing or 
registration of the premises, affix, and shall keep undefaced and legible 
on some conspicious place on the premises, a notice with the words 
“ Licensed slaucghter-house,” or * Registered slaughter-house,” as the case 
may be. 

Any person who makes default in this respect, or who neglects or 
refuses to afhx or renew such notice after requisition in writing from the 
urban authority, shall be liable to a penalty not exceeding five pounds 
for every such offence, and of fen shillings for every day during which 
such offence continues after conviction. 


As TO BYELAWS. 


SEc. 182, All byelaws made by the local authority under and for the 
purposes of this Act, shall be under their common seal; and any such 
byclaw may be altered or repealed by a subsequent byelaw made pursuant 
to the provisions of this Act: Provided that no byelaw made under this 
Act by a local authority shall be of any cffect if repugnant to the laws of 
England or to the provisions of this Act. 


iin plana cals: _ = a ee ee es ee 














* These provisions will be found at page 214. 
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SEc. 183. Any local authority may, by any byelaws made by them lower to 
under this Act, impose on offenders against the same such reasonable seaalties 
penalties as they think fit, not exceeding the sum of frie fotatds for cach on breach 
offence, and in the case of a continuing offence a further penalty not ee 
exceeding forty shillings for each day after written notice of the offence 
from the local authority ; but all such byelaws imposing any penalty shall 
be so framed as to allow of the recovery of any sum less than the full 
amount of the penalty. 

Nothing in the provisions of any Act incorporated herewith shall 
‘ authorize the imposition or recovery under any by claws made in pursuance 
of such provisions of any greater penalty than the penalties in this 
section specified. 


SEC, 184 Byclaws made by a local authority under this Act shall not Confirma- 
take effect unless and until they have been submitted to and confirmed ee 


by the Local Government Board, which Board as hereby empowered to 
allow or disallow the same as it may think proper, nor shall any such 
byclaws be confirmed— 

Unless notice of intention to apply for confirmation of the same has 
been given in ot or more of the local newspapers enculated within 
the district to which such byclaws iclate, eae month at least before 
the making of such application ; and 

Unless for exe month at least before any such application a copy of the 
proposed byelaws has been kept at the office of the local authority, 
and has been open during office hours thereat te the inspection of 
the ratepayers of the distuict to which such byclaws relate, without 
fee or reward. 

The clerk of the local authority shall, on the application of any such 
ratepaycr, furnish him with a copy of'such proposed byelaws or any part 
thereof, on payment of sixpence for every hundred words contained in 
such copy. 

A byclaw required to be confirmed by the Local Government Board 
shall not require confirmation allowance or approval by any other 
authority. 


Sec. 185. All byclaws made by a local authority under this Act, or fy daws to 
for purposes of the same as or similar to those of this Act under any local fa 
Act, shall be printed and hung up in the office of such authority ; and a 
copy thercof shall be delivered to any ratepayer of the district to which 
such byelaws relate, on his application for the samc ; a copy of any byc- 
laws made by a rural authority shall also be transmitted to the overseers of 
every parish to which such byclaws relate, to be deposited with the public 
documents of the parish, and to be open to the inspection of any rate- 

—a+-ae nf the narich at all reasonable hours. 
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SEc. 186. A copy of any byclaws made under this Act by a local 
authority (not being the council of a borough), signed and certified by the 
clerk of such authority to be a truc copy and to have been duly confirmed, 
shall be evidence until] the contrary is proved in all legal proceedings of 
the duc making confirmation and existence of such byelaws without 
further or other proof. 


SEc. 187. Byelaws made by the council of any borough under the 


under s. 90 provisions of section ninety of the Act of the sixth year of King William 


of 5&6 
Wm. 4, c. 
76, to be 
submitted 
to Local 
Govern- 
ment 
Board. 
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authority. 
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the Fourth, chapter seventy-six, for the prevention and suppression of 
certain nuisances shall not be required to be sent to a Secretary of State, 
nor shall they be subject to the disallowance in that section mentioned ; 
but all the provisions of this Act relating to byelaws shall apply to the 
byclaws so made as if they were made under this Act. 


SEc. 188. The provision of this Act relating to byelaws sMall not 
apply to any regulations which a local authority is by this Act authorized 
to make; nevertheless, any local authority may cause any regulations 
la by them under this Act to be published in such a manner as they 
sec fit. 


OVFICERS OF LO AL AUTHORITIES. 


Src. 18g. Lvery urban authority shall from time to time appoint fit 
and proper persons to be medical officer of health, surveyor, inspector of 
nuisances, clerk, and treasurer: Provided that if any such authority is 
empowered by any other Act in force within their district to appoint any 
such officer, this enactment shall be dcemed to be satisfied by the employ- 
ment under this Act of the officer so appointed, with such additional 
remuneration as they think fit, and no second appointment shall be made 
under this Net. every urban authority shall also appoint or employ 
such assistant collectors and) other officers and servants as may be 
necessary and proper for the efficient cxecution of this Act, and may 
make regulations with respect to the duties and conduct of the officers 
and servants so appointed or employed. 

Subject, in the case of officers any portion of whose salary is paid out 
of moncys voted by Parliament, to the powers of the Local Government 
Board under this Act, the urban authority may pay to the officers and 
servants so appointed or employcd such reasonable salaries wages or 
allowances as the urban authority may think proper; and, subject as 
aforesaid, every such officer and servant appointed under this Act shall 


~ pe removable by the urban authority at their pleasure. 


Summary } 


oroceed- 
Ings for 


* PROSECUTION OF OFFENCES AND RECOVERY OF PENALTIES, &C. 


.SEC. 251. All offences under this Act, and all penalties forfeitures 
osts and expenses under this Act directed to be recovered in a summary 
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ynanner, or the recovery of which is not otherwise provided for, may be ofenees, 
prosecuted and recovered in manner directed by the Summary Jurisdic- | ues 
tion Acts before a court of summary jurisdiction. The court of summary 
jurisdiction, when hearing and determining an information or complaint 
under this Act, shall be constituted of two or more justices of the peace 
in petty sessions, sitting ata place appointed for holding petty sessions, 
or of some magistrate or officer for the time being empowered by law to 
do alone any act authorized to be done by more than one justice of the 
peace sitting at some court or other place appointed for the administra 
tion of justice. 
i 
Sec. 252. Any complaint or information made or laid in pursuance of General 
this Act shall be made or laid within sz svexths from the time when the Denies 
matter of such complaint or information respectively arose ait ee 
The description of any offence under this Act in the words of this Act SOOMB™ 
shall be sufficient in law. 
Any exception cxemption proviso excuse or qualification whether it 
does or does not accompany the description of the offence in this Act, 
may be proved by the defendant, but necd not be specified or negatived 
in the information ; and, if so specified or nesatived, no proof im relation 
to the matters so specified or negatived shall be required on the part of 
the informant. 7 


" Sic. 2§3. Proceedings for the recovery of any penalty under this Act Restric- 
shall not, except this Act is expressly provided, be had or taken by ener 
shall not, except as in this Act is expressly provided, ad or tith S sccovery ole 
any person other than by a party aggrieved, or by the local authority: of penalties, 
the district in which the offence is committed, without the consent in 
writing of the Attorney-General) Provided that such consent shall not be 
required to proceedings which are by the provisions of this Act relating 
to nuisances or offensive trades authorized to be taken by a local 
authority in respect of any act or default committed or taking place 
without their district, or in respect of any house building manufactory or 
place situated without their district. 


i 


i 


SEc. 254. Where the application of a penalty under this Act ts not Applica. 
otherwise provided for, onc-half thereof shall go to the informer, and the HAR 
remainder to the local authority of the district in which the offence wits 
committed : Provided that if the local authority are the informer they 
shall be entitled to the whole of the penalty recovered ; and all penalties 
or sums recovered by them on account of any penalty shall be paid over 
to their treasurer, and shall by him be carricd to the account of the fund 
applicable by such authority to the general purposes of this Act. 


SEC. 306. Any person who wilfully obstructs any member of the penalty on 


local authority, or any person duly employed in the cxccution of this daira 


Act, or who destroys, pulls down, injures or defaces any board on which of Act. 
Pp 2 
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any byelaw notice or other matter is inscribed, shall, if the same was put up 
by authority of the Local Government Board or of the local authority, 
be liable for every such offence to a penalty not exceeding five pounds. 

Where the occupier of any premises prevents the owner thercof from 
obeying or carrying into effect any provisions of this Act, any justice 
to whom application is made in this behalf shall, by order in writing, 
require such occupier to permit the execution of any works required to 
be exccuted, provided that the same appcar to such justice to be neces- 
sary for the purpose of obeying or carrying into effect the provisions of 
this Act ; and if within /een/y-four hourseafter the making of the order 
such occupier fails to comply therewith, he shall be liable to a penalty 
not exceeding five pounds for every day during the continuance of 
such non-compliance. 

If the occupier of any premises, when requested by or on behalf of 
the local authority to state the name of the owncr of the premises 
occupied by him, refuses or wilfully omits to disclose or wilfully mis- 
states the same, he shall (unless he shows cause to the satisfaction of the 
court for his refusal) be liable to a penalty not exceeding fire pounds. 


MIsCPLLANEQUS, 
1 H , , , . . e 
Pa oo Src. 315. Any byclaw made by any sanitary eauthority under the 


onan Sanitary Acts which is inconsistent with any of the provisions of this 
with this 


Aa. Act shall so far as it is inconsistent therewith be deemed to be repealed. 
savy Src. 316. Inthe construction of the provisions of any Act incorporated 


incorpo. With this \ct the term “the special Act” includes this Act, and, in the 
ee case Of the Lands Clauses Consolidation Acts, 1845, 1860, and 1869, 
any order confirmed by Parliament and authorizing the purchase of 
lands otherwise than by agreement under this Act; the term “the 
limits of the special Act” means the limits of the district ; and the urban 
or rural authority shall be deemed to be “the promoters of the under- 
taking,” “the commissioners,” or “ the undertakers,” as the case may be. 
All penalties incurred under the provisions of any Act incorporated 
with this Act shall be recovered and applicd in the same way as penal- 
ties incurred under this Act. 


Saving SEC. 326. * * * * * 
lause. 
reer And all byclaws duly made under any of the Sanitary Acts by this 


Act repealed and not inconsistent with any of the provisions of this 
Act, shall be deemed to be byelaws under this Act. 


* * + * * * 


Public Health (Buildings in Streets) Act, 1888. 
BUILDINGS NOT TO BE BROUGHT FORWARD. \ 


SEC. 3 of this Act is as follows :—“ Section 156 of the Public Health 
Act, 1875, is, save as hereinafter mentioned, hereby repealed, and in lieu 
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thereof it is hereby enacted that it shall not be lawful in any urban’ 
district, without the written consent of the urban authority, to erect or 
bring forward any house or building in any strect, or any part of such 
house or building, beyond the front main wall of the house or building on 
either side thercof in the same street, nor to build any addition to any 
house or building beyond the front main wall of the house or building on 
either side of the same. 

Any person offending against this enactment shall be liable to a 
penalty not exceeding forty shillings for every day during which the 
offence is continued after written notice in this behalf from the urban 
authority : 

Provided that the repeal by this act enacted shall not affect anything 
duly done or suffered, or any right or liability acquired, accrued, or 
incurred, or any sccurity given under the section hercby repealed, or any 
penalty, forfeiture, or punishment incurred in respect of any offence 
committed against such section, or any investigation, legal proceeding, 
or remedy in respect of any such right, lability, security, penalty, 
forfeiture, or punishment as aforesaid ; and any such investipation, legal 
proceeding, and remedy, may be carried on as if this Act had not been 
passed.” 


es 
An Act for the Regulation of Chimney Sweepers and Chimneys, 1840. 
367 4 lut,o. 85. 

Sec. 6. And whereas it is expedient, for the better security from acci- 
dents by fire or otherwise, the iinproved cpnstruction of chimneys and 
flues provided by the said Act be continued, be it enacted that * *  * 
every chimney or flue hercafter to be built or rebuilt in any wall, or of 
greater length than four feet out of the wall, not being a circular chimney 
or flue twelve inches in diameter, shall be in every section = the same 
not less than fourteen inches by nine inches ; * * 


~~ 


The Towns Improvement Clauses Act, 1847. 
10 & 11 I %tct., ¢ 34. 


SEc. 74. The occupier (a.) of every house or building in, adjoining, 
or near to any street shall, within seven days next after service of an were, 
order of the commissioners for that purpose, put up and keep in good penis te 
condition a shoot or trough of the whole length of such house or 1" Stas 
building, and shall connect the same either with a similar shoot on the or build- 
adjoining house, or with a pipe or trunk to be fixed to the front or side neh 
of such building from the roof to the ground, to carry the water from 
the roof thereof, in such manner that the water from such house, or any 
portico or projection therefrom, shall not fall upon the persons passing 
along the strect, or flow over the footpath ; ; 


And in default of compliance with any such order within the period 


- me 





ee 


(a) Or owner, see 38 & 39 Vict., c. §5, 5. 160. 
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aforesaid, such occupier (b.) shall be liable to a penalty not exceeding 
forty shillings for every day that he shall so make default. 


Hoards to = SEC, 8o. Every person intending to build or take down any Building 

rae "P Within the Limits of the Special Act, or to cause the same to be so done, or 

Repairs. to alter or repair the outward Part of any such Building, or to cause the 
same to be so done, where any strect or footway will be obstructed or 
rendered inconvenient by means of such Work, shall before beginning the 
same cause sufficient Hloards or Fences to be put up, in order to separate 
the Building where such works are being carricd on from the Street, with 
a convenient Platform and Handrail, if there be Room enough, to serve as 
a Footway for Passengers, outside of such Hoard or Fence, and shall con- 
tinue such Hoard or Fence with such Platform and Handrail as aforesaid, 
standing and in good Condition, to the satisfaction of the Commissioners, 
during such time as the Public Safety or Convenience requires, ard shall 
in all Cases in which it is necessary, in order to prevent Accidents, cause 
the same to be sufficiently lighted during the Night; and every such 
Person who fails to put up such Fence or Iloard, or Platform with such 
Handrail as aforesaid, or to continue the same respectively standing and 
in good Condition as aforesaid during the time aforesaid, or whe does not, 
while the said Hoard or Fence is standing, keep ‘the same sufficiently 
lighted in the Night, or does not remove the same, when directed by the 
Commissioners, within a reasonable time afterwards, shall for every such 
offence, be liable to a Penalty not exceeding five pounds, and a further 
Penalty not exceeding forty Shillings for every Day while such Default 
is continued. 


And with respect to Slaughter-houses, be it enacted as follows : 


Commis- SEC. 125. The Commissioners may licence such Slaughter-houses and 
SIONCIS ” ea opsge" vay ao > {ye ' ‘ + ' - a 
gaylicenbe Knacket » \ ards as they from Time to Time think proper for slaughter 
Slaughter. ing Cattle within the Limits of the Special Act. 

houses, &e. . 


No new SEC. 126. No Place shall be used or occupied as a Slaughter-house or 

See Knacker's Yard within the said Limits which was not in such Use and 

oe ae Occupation at the Time of the passing of the Special Act, and has so 

without a Continued ever since, unless and until a Licence for the Erection thereof, 

Licence. or for the Use and Occupation thereof as a Slaughtcr-house or Knacker’s 
Yard have been obtained from the Commissioners, and every person who, 
without having first obtained such Licence as aforesaid, uses as a 
Slaughter-house or Knacker's Yard any Place within the said Limits not 
uscd as such at the passing of the Special Act, and so continued to be 
used ever since, shall for each Offence be liable to a Penalty not exceed- 
ing five founds, and a like Penalty for every Day after the Conviction 
_of such Offence upon which the said Offence is continued. 





(6) See 38 & 39 Vict., c. 55, s. 160, as to the recovery of these costs from the owner. 
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SEc. 127. Every Place within the Limits of the Special Act, which Existing 
shall be used as a Slaughter- house or Knackcr's Yard shall, within Three fous &e 
Months after the passing of such Act, be registered by the Owner orto be regis- 
Occupier thereof at the Office of the Commissioners, and on Application" aie 
to the Commissioners for that Purpose the Commissioners shall cause 
every such Slaughtcr-house or Knacker's Yard to be registered in a Book 
to be kept by them for that Purpose: and every Person who after the 
Expiration of the said Three Months, and after One Week's Notice of 
this Provision from the Commissioners, uses or suffers to be used any 
such Place as a Slaughter-house or Knacker’s Yard, without its being so 
registered, shall be liable to a Penalty not exceeding frie pounds for 
such offence, and a penalty not exceeding fen shillings for every Day 
after the First Day during which such Place shall be used as a Slaughter- 


house or Knacker’s Yard without having been so registered. 
e 


SEC. 128. The Commissioners shall from Time to Time, by Byclaws to Commis: 
be made and confirmed in the Manner herein-after provided, make ake 
Regulations for the licensing, registering, and Inspection of the said habe 
Slaughter-houses and Knachker’s Yards, and preventing Cruelty therein, ain ot 
and for Keeping the same ina cleanly and proper state, and for removing ee 
Filth at least once in every Twenty-four Hours, and requiring them to be 
provided with a sufficient Supply of Water, and they may impose 
pecuniary Penaltics on Persons breaking such Byclaws ; provided that no 
such Penalty exceed for any One Offence the Sum of five pounds and 
in the Case of a continuing Nuisance thé sum of fev shillings for every 
Day during which such Nuisance shall be continued after the Conviction 


‘for the First Offence. 


ey 


~ SEc. 129. The Justices before whom any Person is convicted of killing Justices 
or dressing any Cattle contrary to the Provisions of this or the Special bho 
Act, or of the Non-observance of any of the Byclaws or Regulations made Licence of 
by virtue of this or the Special Act, in addition to the Penalty imposed ene 


on such Person under the Authority of this or the Special Act, may in addition 
suspend for any Period not exceeding Two Months the Licence granted ere 
to such Person under this or the Special .\ct, or, in case such Person be 
the Owner or Proprictor of any registercd Slaughter-house or Knacker’s 
Yard, may forbid for any Period not exceeding Two Months the 
Slaughtcring of Cattle therein, and such Justices, upon the Conviction 
of any Person for a second or other subsequent like Offence, may, in 
addition to the Penalty imposed under the Authority of this or the 
‘Special Act declare the Licence granted under this or the Special 
‘Act revoked, or, if such Person be the Owner or Proprictor of any 
registered Slaughter-house, may forbid absolutely the Slaughtering 
of Cattic therein ; and whenever the Licence of any such Person ts 
evdked as aforesaid, or whenever the slaughtering of Cattle in any 
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registered Slaughter-house or Knacker’s Yard is absolutely forbidden as 
aforesaid, the Commissioners may refuse to grant any Licence whatever 
to the Person whose Licence has been so revoked, or on account of whose 
Default the slaughtcring of Cattle in any registered Slaughter-house has 
been forbidden. 


SEC. 130. Every Person who during the Period for which any such 
Licence is suspended, or after the same is revoked as aforesaid, slaughters 
Cattle in the Slaugther-house or Knacker’s Yard to which such Licence 
relates, or otherwise uses such Slaughterhouse or Knacker’s Yard, or 
allows the same to be used as a Slaughter-house or Knacker’s Yard, and 
every Person who during the Period that the slaughtering of Cattle in any 
such registered Slauchtering-house or Knacker’s Yard is forbidden as 
aforesaid, or after such slaughtering has been absolutely forbidden 
therein, slaughters any Cattle in any such registered Slaughter-louse, 
shall be liable toa Penalty not exceeding five pounds for such Offence, 
anda further Penalty of fre pounds for every Day on which any such 
Offence is committed after the Conviction for the First Offence. 


SEC.131. The Inspector of Nuisances, the Officer of HealtH, or any 
other Officer appointed by the Commissioners for that Purpose, may at 
all reasonable Times, with or without Assistants, enter into and inspect 
any Building: or Place whatsoever within the said Limits kept or used 
for the Sale of Butcher's Meat, or for slaughtering Cattle, and examine 
whether any Cattle, or the Cardase of any such Cattle, is deposited there, 
and in case such Officer shall find any Cattle, or the Carcase or Part of 
the Carcase of any Beast, which appears unfit for the Food of Man, he 
may seize and carry the same before a Justice, and such Justice shall 
forthwith order the same to be further inspected and examined by com- 
petent Persons ; and in case, upon such Inspection and Examination, 
such Cattle, Carcase or Part of a Carcase, be found to be unfit for the 
Food of Man, such Justice shall order the same to be immediately 
destroyed or otherwise disposed of in such Way as to prevent the same 
being exposed for Sale or used for the Food of Man; and such Justice 
may adjudge the Person to whom such Cattle, Carcase, or Part of a 
Carcase belongs, or in whose Custody the same is found, to pay a Penalty 
not exceeding Zen Pounds for every such Animal or Carcase or Part of 
a Carcase so found ; and the Owner or Occupicr of any Building or 
Place kept or used for the Sale of Butchers’ Meat, or for slaughtering 
Cattle, and every other Person, who obstructs or hinders such Inspector 
or other Officer from entering into and inspecting the same, and examin- 
ing, seizing, or carrying away any such Animal or Carcase or Part of a 
Carcase so appearing to be unfit for the Food of Man, shall be liable to 
a Penaltv not exceeding Five Pounds for cach Offence. 
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The Towns Police Clauses let, 1847. 
IOS It Viet. c. $9. 


SEC. 28. Every person who in any strect, to the obstruction, annoy- Penalty on 
\ance, or danger of the residents or passengers, commits any of the follow- Smit 
tug offences, shall be liable to a penalty not exceeding forty shillings for Paes 
eX h offence, or in the discretion of the justice before whom he is convicted, offences 
may be committed to prison, there to remain for a period not exceeding etsy 
fourteen days ; and any constable or other officer appointed by virtue of = 
this or the Special Act shall take into custody, without warrant, and 
forthwith convey before a justi¢e any person who within his view commits 
any such offence ; (that is to say.) 

* % * * + 

Every person who slaughters or dresses any cattle, or any part 
thereof except in the case of any cattle overdriven which may have met 
with any accident, and which for the public safety or other reasonable 
cause ought to be killed on the spot : 

* * * ¥ * 

Every person who throws or lays down any stones, coals, slate, shells, 
lime, bricks, timber, iron, or other materials (except building materials so 
encloscdeas to prevent mischief to passengers) : 

+ + + * # 

Every person who throws from the roof or any part of any house or 
other building any slate, brick, wood, rubbish, or other thing, except snow 
thrown so as not to fall on any passenger. 

+ * + ® * % 

Every person who throws or Jays any dirt, litter, or ashes, or night- 
soil, or any carrion, fish, offal, or rubbish, on any street, or causes any 
offensive matter to run from any manufactory, brewery, slaughter-house, 
butcher’s shop, or dunghill into any street > Provided always, that it shall 
not be deemed an offence to Jay sand or other materials in any strect in 
time of frost, to prevent accidents, or litter or other suitable materials to 
prevent the freezing of water in pipes, or in case of sickness to prevent 
noise, if the party laying any such things causes them to be removed as 
goon as the occasion for them ceases : 


The Highway Act, 1835, 
5&6 Wi. 1V., ¢. 50. : 


SEc. 72. If any person shall wilfully ride upon any footpath or 
causeway by the side of any road made or sct apart for the use or 
accommodation of foot passengers ; 

Or shall wilfully lead or drive any horsc, ass, sheep, mule, swine, or 
cattle, or carriage of any description, or any truck or sledge upon any 
such footpath or causeway ; 
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Or shall tether any horse, ass, mule, swine, or cattle on any highway, 
so as to suffer or permit the tethered animal to be thereon ; 

Or shall cause any injury or damage to be done to the said highway, 
or the hedges, posts, rails, walls, or fences thereof ; 

Or shall wilfully obstruct the passage of any footway ; 

Or wilfully destroy or injure the surface of any highway ; 

Or shall wilfully or wantonly pull up, cut down, remove, or damage 
the posts, blocks, or stones fixed by the said surveyor as herein directed ; 

Or dig or cut down the banks which arc the securities and defence of 
the said highways ; 

Or break, damage, or throw down the stones, bricks, or wood fixed 
upon the parapets or battlements of bridges, or otherwise injure or 
deface the samc ; 

Or pull down, destroy, obliterate, or deface any milestone or post, 
graduated or direction post or stone, erected upon any highway; ° 

Or shall play at football or any other game on any part of the said 
highways, to the annoyance of any passenger or passengers ; 

Or if any hawker, higgler, gipsy, or other person travelling shall 
pitch any tent, booth, stall or stand, or cncamp upon any part of any 
highway ; a ° 

Or if any person shall make or assist in making any fire, or shall 
wantonly fire off any gun or pistol, or shall set fire to or wantonly let off 
or throw any squib, rocket, serpent, or other firework whatsoever, within 
fifty fect of the centre of such carriageway or cartway ; 

Or bait, or run for the purp8se of baiting, any bull upon or near any 
highway: ; 

Or shall lay any timber, stone, hay, straw, dung, manure, lime, soil, 
ashes, rubbish, or other matter or thing whatsoever upon such highway, 
to the injury of such highway, or to the injury, interruption, or personal 
danger of any person travelling thereon ; 

Or shall suffer any filth, dirt, lime, or other offensive matter or thing 
whatsoever to run or flow into or upon any highway from any house, 
building, erection, lands, or premiscs adjacent thereto ; 

Or shall in any way wilfully obstruct the free passage of any such 
highway ; 

Every person so offending in any of the cases aforesaid shall for 
each and cvery such offence forfeit and pay any sum not exceeding 
forty shillings, over and above the damages occasioned thereby. 


SEc. 73. If any timber, stone, hay, straw, dung, manure, lime, soil, 
ashes, rubbish, or other matter or thing whatsoever shall be laid upon 
any highway so as to be a nuisance, and shall not, after notice given by 
the surveyor, assistant surveyor, or district surveyor, be forthwith re- 
moved, it shall and may be lawful for the surveyor, assistant surveyor, 
or district surveyor, by order in writing from any one justice, to clear 
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the said highway by removing the said stone, hay, straw, dung, manure, 
soil, ashes, rubbish, or other matter or thing as aforesaid, and to dispose 
of the same, and to apply the proceeds arising thercfrom towards the 
repairs of the highway within the parish in which such highway may be 
situate ; provided, nevertheless, that if any soil, ashes, or rubbish shall be 
laid on any highway, and such soil, ashes, or rubbish shall not be of 
sufficient value to defray the expense of removing them, the person who 
laid or deposited such soil, ashes, or rubbish, shall repay to the said 
surveyor, assistant surveyor, or district surveyor, the moncy which he 
shall have necessarily expended for the removal thereof, which moncy, 
in case the same shall not be forthwith repaid, shall be levicd as 
forfeitures are herein directed to be levied. 


THE ANIMALS ORDER OF 1886, 
(3446.) 
PART IL—DISEASE. 
+ 


CHAPTER 2.—PLEURO-PNEUMONLIA. 


._  * + + * * os 
. oe 


Movement into or out of Pleuro-Pueumonta Infected Place. 


15. No cattle shall be moved into or out of a) Pleuro-Pneumonia 
Infected Place otherwise than in accordance with the provisions of this 
. ° t 
Article (that is to say) : 
* 


* * * * 


II.—Novement out. 
+ * * * + 


\ 

(c.) Cattle not affected with pleuro-pneumonia may be moved out of a 

Pleuro-Pneumonia Infected Place in accordance with the following 
Regulations (that is to say): 
(Regulation \.— For Slaughter.) | 


j 
(i.) The cattle may be moved out of a Pleuro-Pneumonia Infected 
Place to a specified slaughter-house for the purpose of being there forth- 
with slaughtered. 
(ii.) For the movement to the specified slaughter-house as aforesaid 
there must be a Pleuro-Pneumonia Movement Licence of the Tocal 
Authority (Form C) granted on such a certificate of a Veterinary 
Inspector as is described in that Movement Licence. 
(iii.) If the movement to the specified slaughter-housc is wholly ih 
the District of the same Local Authority, the cattle so moved shall 
moved to the specified slaughter-house under the direction and in charfre 


of an Inspector or other officer of the Local Authority ; and he shall 
enforce and superintend the immediate slaughter there of the cattle, gnd 


~ 
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shall forthwith report to the Local Authority the fact of the slaughter 
there. 

(iv.) If the movement to the specificd slaughter-house is to be into 
the District of another Local Authority, there must also be a Movement 
Licence of that other Local Authority indorsed on or referring to the 
first-mentioned Licence ; which second T.icence must be granted before 
the cattle are moved into the District of that other Local Authority. 

(v.) The cattle so moved into the District of that other Local 
Authority shall be moved to the specified slaughter-house under the 
direction and in charge of an Inspector or other officer of the Local 
Authority out of whose District they are moved ; and he shall enforce 
and superintend the immediate slaughter there of the cattle, and shall 
forthwith report to both the local Authorities the fact of the slaughter 
there. 


CHAPTER 3.—FOOT-AND-MOUTH DISEASE. 


Movement into or out of Foot-and-Aouth Discase Infected Place. 


30. No animal shall be moved into or out of a Foot-and-Mouth 
Disease Infected Place otherwise than in accordance with the provisions 
of this Article (that is to say’): 


4 * * * * * 


Z 
Movement out. 


(c.) Animals not affected with foot-and-mouth disease may be moved 
out of a Foot-and-Mouth Discase Infected Place in accordance with the 
following Regulations (that is to say): 


(Regulation A.—For Slaughter.) 


Ci.) The animals may be moved out of a Foot-and-Mouth Disease 
Infected Place to a specified slaughter-house for the purpose of being 
there forthwith slaughtered. 

(i1.) For the movement to the specified slaughter-house as aforesaid 
there must be a Foot-and-Mouth Discase Movement Licence of the Local 
Authority (Form U) granted on such a certificate of a Veterinary 
Inspector as is described in that Movement Licence. 

Gii.) If the movement to the specified slaughter-house is wholly in the 
District of the same Local .\uthority, the animals so moved shall be 
moved to the specified slaughter-house under the direction and in charge 
of an Inspector or other officer of the Local A.uthority ; and he shall 
enforce and superintend the immediate slaughter there of the animals, and 
shall forthwith report to the Local Authority the fact of the slaughter 
there. 
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y (iv.) If the movement to the specified slaughter-house is to be into the 
District of another Local Authority, there must also be a Movement 
‘Licence of that other Local Authority indorsed on or referring to the first 
‘mentioned Licence; which second Licence must be granted before the 
animals are moved into the District of that other Local Authority. 

(v.) The animals so moved into the District of that other Local 
Authority shall be moved to the specificd slaughter-house under the 
direction and in charge of an Inspector or other officer of the Tocal 
Authority out of whose District they are moved: and he shall enforce 
and superintend the immediate slaughter there of the animals, and shall 
forthwith report to both the Local Authorities the fact of the slaughter 
there. 


. CHAPTER 15.—SLAUGHTER-ITOUSES., 
Declaration of Infected Place by Prey Council ently. 


97. Notwithstanding anything in the Act of 1878, or any Order 
of Council, a slaughtcr-house in which an animal affected with disease or 
the carcase of a diseased animal is found, shall not, by reason thereof, be 
declared to be an Infected Place, except by the Privy Council. 


Keeping of Swine m Slauchter-Touses, 


SEC. o1. It shall not be lawful for any person, in any case in which 
the slaughter of any animal is authorized or requircd by or under the 
Acts of 1878 to 1886, or any Order of Council, to use for such slaughter 
any slaughter-house in which swine are kept. 


Merchant Shipping (ftshing Beats) Act, 1883. 
460 & 47 Viet, c. qt. 


SEc. 48. The sanitary authority within whose district any seaport town Seamen's 
is situate may’, with the sanction of the President of the Board of Trade, loging 
from time to time make, revoke, alter, and amend byclaws and regulations 
relating to seamen’s lodging-houses in such town, which shall be binding 
upon all persons and bodies keeping houses in which seamen are lodged 
and the owners thereof and persons employed thercin. Such byclaws and 
regulations shall amongst other things provide for the licensing of seamen’s 
lodging-houses, the inspection of the same, the sanitary conditions of the 
same, the publication of the fact of a house being licensed, the duc 
execution of the byclaws and regulations, and the non-obstruction of 
persons engaged in securing such execution, the preventing of persons 
not duly licensed holding themselves out as keeping or purporting to 
keep licensed houses, and the exclusion from licensed houses of persons 


wr 


Short title 
and con- 
struction. 


= 222 


of improper character, and sufficient penalties for the breach of such bye- 
laws and regulations not exceeding in any case the sum of fi/ty pounds. 
All offences under such byclaws and regulations shall be deemed to be 
offences within the Merchant Shipping Acts, 1854 to 1883, and be punish- 
able accordingly. Such byclaws and rcgulations shall come into force 
from a date therein named, and shall be published in the Lexdon Gasette, 
and one newspaper at the least circulating in such town, to be designated 
by the President of the Board of Trade. 

If the sanitary authority do not within a time to be from time 
to time named by the President of the Board of Trade make, revoke, alter, 
or amend byclaws and regulations, the President of the Board of Trade 

may do so. 

The “sanitary authority ” means in England the local authority under 
the Public Health Act, 1875, and in the metropolis as defined by 
the Metropolis Management Act, 1855, the Mctropolitan Board of Works, 
and in Scotland the local authority under the Public Health (Scotland) 
Act, 1867, and in Ireland the sanitary authority under the Public Health 
(Ireland) Act, 1878. 

Whenever Her Majesty by Order in Council, to be published in the 
London Gazette, shall think fit to order that in any seaport town or any 
part thereof none but persons duly licensed under byclaws and regula- 
tions to be made under this section shall keep scamen’s lodging-houses 
or Iet lodgings to seamen from a date therein named, any person acting in 
contravention of such order shall be guilty of an offence, and shall forfeit 
asum not exceeding ove hundred pounds, Such offence shall be deemed 
to be an offence within the Mirchant Shipping Acts, 1854 to 1883, and 
be punishable accordingly. 

Her Majesty may, by Order in Council, to be published in like manner, 
from time to time revoke, alter, or amend any such order as aforesaid. 

A sanitary authority may defray all expenses incurred by it in the 
exccution of this section out of any funds at its disposal as the sanitary 
authority of the scaport town, and penalties recovered under the byelaws 
and regulations or this section shall be added to such funds. 

Any byclaws heretofore made for any seaport town under section nine 
of the Merchant Seamen (Payment of Wages and Rating) Act, 1880, 
shall continue in force until bylaws and regulations made for such town 


_ under this section come into force. 


Pubhe Health (Confirmation of Byelaws) Act, 1884. 
47 Vict. c. 12. 


SEc. 1. This Act may be cited as the Public Health (Confirmation of 


Byelaws) Act, 1884, and shall be construed as one with the Public 
Health Act, 1875. 


SEc. 2. In this Act, if not inconsistent with the context, the following 
expressions have the meanings herein-after respectively assigned to them : 
(that is to say,) 

“Incorporated enactments " means scction one hundred and twenty- 
eight of the Towns Improvement Clauses Act, 1847, (*) 
sections sixty-cight and sixty-nine of the Town Police Clauses 
Act, 1847, (7) and section forty-two of the Markets and Fairs 
Clauses -\ct, 1847, (5) which .\cts are hercin-after referred to 
as the incorporated Acts: 

“Confirming authority” nacans, as regards byclaws, rules, and regula 
tions confirmed prior to the nineteenth day of August one 
thousand eight hundred and seventy-one, or made under any’ 
of the incorporated enactments by reason of the incorporation 
thereof with any Local Act and confirmed prior to. the tenth 
day of August one thousand cight hundred and seventy-two, 
one of Her Majesty’s Principal Secretaries of State ; and as 
regards other byelaws, rules, and regulations, the Local 
Government Board. 


SEC. 3. Every byclaw made or to be made under any of the incor- ¢ 
porated” enactmentseby reason of the inegrporation thereof with the Public 
Health Act, 1848, the Local Governinent .\ct, r8§8, or the Public Health 
Act, 1875, or any Local .\ct, or any Provisional Order or any Act con- 
firming such Provisional Order, and every rule and regulation made or to 


Detinl- 
{ wns, 


Confiima- 
lion of 
Ihy “ ‘1, (Ws, 


be made by an urban authority under segtion forty-cight of the Tram-™ 


ways .\ct, 1870, shall be deemed to have required or to require the con- 
firmation of the confirming authority, and not to have required, or to 
require any other confirmation, allowance, or approval. 


SEC. 4. This Act shall not invalidate the confirmation, allowance, or 
approval of any byclaw, rule, or regulation confirmed, allowed, or: 
approved prior to the passing of this Act, nor shall this Act apply to 
any byclaw made or to be made under any of the incorporated cnact- 
ments by reason of the incorporation thercof with any Local Act, if such 
byclaw has or will come into force without any confirmation, allowance, 
or approval, or if by the express provisions of the Local Act and without 
reference to the provisions with respect to confirmation, allowance, or 
approval of byclaws in any of the incorporated Acts, such byclaw is 
required to be confirmed, allowed, or approved otherwise than by the 
confirming authority. 


(*) to & rr Vict., c. 34,5. 128 Byclaws as to Slaughter-houses, 
(7) 10 & 11 Vict., c. 89, 95. 68, 6y.  Byclaws as to Hackney Carriages and Public Bathing. 
(3) 10 & a1 Vict, c. 14, 5. 42. Byclaws 2s to Markets. 
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APPENDIX III. 
METROPOLITAN BOARD OF WORKS. 


THE SLAUGHTER-HOUSES, &¢., (METROPOLIS) ACT, 1874, 
37 & 38 VicT., ©. 67. 


Conditions on lich the Board will consider as to giving sanction 
to the establishing anex' of the business of a slaughterer of cattle. 


1.—Any person who shall make application to the Board for sanction 
to establish anew the Business of a Slaughterer of Cattle within the 
jurisdiction of the Metropolitan Board of Works, shall furnish with such 
application a plan of the premises and sections of the building in which 
it is proposed to carry on such business, drawn to a scale of a quarter of 
an inch to the foot, and showing the provision made, or proposed to be 
made, for the drainage, lighting, ventilation, and water supply of the 

same; and shall also furnish a key plan of the locality, showing the 
buildings and streets within roo yards of the premises, drawn to a scale 
of five feet to the mile e 

2.—The premises shall be provided with an adequate place for the 
accommodation or poundage of the cattle about to be slaughtered, with 
an entrance-way for the cattle otherwise than through the slaughter- 
—.ouse ; and such place shall be scparated from the slaughter-house by a 
brick partition with a door, and Shall be well drained and ventilated. 

3.—A slaughter-house and its poundage to be established anew shall 
be situate not less than twenty feet from any inhabited building, and 
shall not have any entrance opening directly on a public highway. 

4.—~.\ slaughter-house and its poundage shall have an entrance apart 
from and independent of any shop or dwelling-house, and shall be 
properly lighted by lantern, sky, or side-lights. 

§.—The floor of such premises shall not be below the level of the 
outside road or footway. 

6.—Such premises shall be provided with all the necessary and most 
approved apparatus and tackle for the slaughtering of cattle, and shall in 
all respects be in accordance with the several Byclaws made by the Board 
regulating the conduct of the business of a slaughterer of cattle, and the 
structure of the premises in which such business is carried on. 

*." In the event of the Board approving the situation and plans for a 
slaughter-house proposed to be established anew, a conditional consent 
will be given on the applicant giving an undertaking, binding himself and 
his successors to abide by the conditions imposed by the Board, but the 
formal consent under the Statute will not be given until the premises are 
, completed in accordance with the above conditions and to the satisfaction 
of the Board. 


INDEX. 


Ablution, personal, in common lodging-houses, §2. 

Abolition of privies favoured, 20. 

Access to drains, means of, should be provided, 137. 

Adams (app.) 7. Bromley Local Board (resp.), 117. 

Addition to a building, 15 it a “new building,” 162. 

Advertisement of byclaws, 11. 

Advertisements as to byclaws, 8. 

Agriculture, caemption of buildings erected under the Board of, 69. 

Agricultural buildings, exemption of, 70; filth, 33. 

Air, need for purity of, 33. 

Airing of bedding m common lodging-hoyses, 55. 

Air-pipe to prevent unscaling of trap, 139. 

Alterations in model clauses, 8; toa building, do they constitute a “new 
building,” 162. 

Animals, keeping of, 25— 29 ; keeping of, gn slaughter-houses, 189 ; in slaughter 
houses, water supply for, 186. 

Animals Order, 1884, 190. 


Animals Order, 1886, foot-and-mouth disease, 220; keeping swine in 
slaughter-houses, 221 ; pleuro-pneumonia, 219 ; slaughter-houses, 221. 


Annotations in byclaws, 7. 

Anthony v. The Brecon Markets Company, 178, 182, 184. 

Approval of byelaws, 6 ; of plans, commencement of work before, 163. 

Application for byelaws, 6. 

Arrangements in slaughter-houses, 175. 

Arch chimneys to be supported by iron bars, 111. 

Architects, views of Royal Institute of British, 1. 

Assembly, place of, a public building, 67. 

Ashpits, cleansing of, 22; in commun lodging-houses, 54; their proximity to 
water supply, 153; their proximity to buildings, 153 ; size of, 194; Construc- 
tion of, 154; to be wholly above ground, 154; not to communicate with 


drains, 155 ; capacity of, 154 ; to be roofed over, 154; to be placed so as tu 
afford facilities for scavenging, 154. 


Asylums, county or borough lunatic, exemption of, 68. 
Automatic flushing trough closets, 142. 
Aviaries, exemption of, 69. 
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Back streets, minimum width for, 73. -hearths. tember under, 112: -to-hack 
houses, 116 

Baker 7 Mayor, &c., of Portsmouth, 72. 

Balconies not controlled by the byelaws. 82. 

Ballard, I0r., F.R.S., on slaughter-houses, 181: on effluvium nutsances, 186. 
Ball-room, a public building. 66. 

Barns, cxemption of, 70. 

Base of wall, interpretation of, 66. 

Bearing and support of bressummers, 107 

Blashill (app.) 7. Chambers (resp ). 67 ° 

Blood in slaughter-houses, 191 

Board of Agriculture, buildings exempted under, 6y . of ‘Trade and seamen’s 

lodgings, 60. 

Bond in brick walls, 78. 

Bonding ties in hollow walls, 79. 
" Bond-timber in party walls, prohibition of, 106 

Borrowed Ihghts not regarded as windows, 127 

Borough lunatic asylums, exemption of. 68 

Bowes 7. Law, 68 

Breweries, 7. . 
Bressummers, beanngy and support of, 107 ° 
Brickfields, regulations as to building on exeavated, 77. 


Brickwork, bonding of. 78. about chimney flues to be rendered outside in 
fees certain cases, 10g: about certain chimney flues to be of extra thickness, 
109; of chimney flues at certara angles to be of extra thickness, rio. 


Bridewells, exemption of, 68. 
Brighton Local Board «. Stenning, 183. 


Burdon-Sanderson, Professor, F.R.S., on removal of filth from tcundation of 
new buildings, 76. 


Burton (app.) 7. Acton (resp.), 142. 


Building, decisions as to what is a new, 67. of the warehouse class, interpre- 
tation of, 67: sites adjoining two streets meeting at an acute angle, open 
space about, tro. notice to be given of completion of new, 166. 


Buildings, memorandum of the Local Government Board as to byelaws with 
respect to new streets and, 63 > byvelaws with respect to new streets and, 66; 
belonging to Her Majesty: or employed for Her Majesty's service, exemption 
of, 68. exempted, 68. open space about, ventilation of, 114: proximity of 
privies to, 148: proximity of ashpits to, 153 : proximity of cesspouls to, 155 ; 
unfit for human habitation, 156 ; unfit for human habitation, forms of notice 
- ge 158, 159, belonging to any river, canal, dock or harbour, exemption, 
of, 68. 


Burgess «. Peacock, 158. 


Byelaws, of doubtful validitv, 1. as to sewerage of new streets, 3; not to be 
repugnant to law, 4; to be definite, 4; suspension of, 4: embodying vague 
conditions, 4; of uncertain character, 4; open to legal objection, 4; to be 
reasonable, 4; invalid, 5; limits as to powers in, 5; cannot Vary statutory 
provisions, 5 ; and statutury enactments, 5 ; to be printed, 6; to be hung up, 
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Byelaws -~-continued. 


6; under local Acts, 6, offences against, 6; copies to be made, 6; open to 
inspection, 6; application for, 6; to be approved by Local Government 
Board, 6; to be submitted to Local Government Board, 6; true copies of, 
7; defacing of, 7; inconsistent with Public Health Act, 1875, 73 revision 
of, 7; confirmation of, 7, 8; advertisements as to, 8: not to be repug- 
nant to laws, 10; to be submitted to Local Government Board, 11; to be 
confirmed by Local Government Board, 11; to be advertised, 11; copies 
of, «1, 123 inspection of, 12; draft forms for, 12; defacing of, 12; to 
be sealed, 13; inspection of, 13; as to cleansing of privies, Wc, 15, 19; 
as to removal of house refuse, 15, 19; repeal of, 23, 37, Go; as to snow, 
&c., 25, 27, 29. 30: as ty nutsances, 25, 20; asto filth Ne., 35, 27, 313 
as to animals, 25, 27, 35, 36; as to common lodging-houses, 39; Invmo- 
randum of the Local Government Board with respect to new streets and 
buildings, 63 ; with respect to new streets and buildings, 66 ; as to slaughter- 
houses, 169; as to public slaughter houses, 192. 


Canals, and filth deposits, 33. 
Canal buildings, exemption of, 68. 
Capacity of ashpits., 154, 194 
Cargoes of filth, 33. 


Carriage-way In new street, Construction of surface of, 74; 1n new streets, 
width for, 7.4. 


Carriage traffic, etfects not intended for,®73 ; streets intended for, 72. 
Cart-houses, exemption of, 70 


Cases cited —Burton 7. Acton, 142; Anthony 7. Brecon Markets Company, 
178, 182, 18gi¢. parte Whitchurch, 53; ev Parte Saunders, 53, Regyzy 
Llewellyn, 52: Coles w Tibbens, 45: &angdon vw. Broadbent, 45 > Tlanman 
7. Adkins, 183; Brighton Local Board 7. Stenning, 183; Taylor 7. Lyson, 
182; Regina 7 Brown, 76, Rudland z. Mayor, &c, of Sunderland, 75 ; 
Waite 7. Garston Local Board, 73; Maude and others 7 Baildon Local 
Board, 72; Robinson 7. Barton, Eccles, &c., Local Board, 72; Mayor of 
Sunderland 7. Brown, 72; Baker 7. Mayor, &c., of Portsmouth, 72; Hall 2. 
Smallpiece, 68 ; Stevens 7. Gourley, 68; Rachardson zw Brown, 638; Hibbert 
7 Acton Local Board, 68; lielding 7. Rhyl Improvement Commissioners, 
68; Blashill @ Chambers, 67; Hobbs 7. Dance, 68; Bowes 7. Law, 68 ; 
(suardians of Chertsey Union as R.S.A. v Marreco, 1413; ‘lucker 7 Kees, 
117, 162; Adams 7 Bromley Local Board, 117; Jones v. Parry, 117; 
Hattersley and others 7. Burr, 163; James v. Wyrill, 162 ; Tucker 7. Rees, 
162; Shiel vw Mayor of Sunderland, 162 ; Gooding wv. Ealing Local Board, 
161; Hall z. Nixon, 163; Burgess v. Peacock, 158; Clark 7. Bloomfield, 
163; Cumber 7 Bournemouth Improvement Commissioners, 163, ¢v parte 
Crosby, 164, Cooper 7. Wandsworth District Board, 168, 169; Regina 
z. West Cowes Local Board, 169 , Hopkins 7. Smethwick Local Board, 
169; Masters 7. Pontypool Local Board, 168; Clark v. Bloomficld, 168 ; 
Hopkins 7: Smethwick Local Board, 168; Horsell 7. Swindon Local 
Board, 166. 


Cattle on premises, 35. 
Causes of disease, 20. 
Cavity-walls, 79. 
Cellars, drainage of. 139 


to 


Q 


) 
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Certain open spaces in partitions, &c., to be stopped, 108. 

Certificate may be given by officer of sanitary authority before a dwelling- 
house can be Jet or occupied, 166. 

Cesspools, their proximity to buildings, 155 ; not to communicate with drains, 
156; ventilation of, 156; to be water-tight, 156 ; their proximity to water 
supply, 1553 their position to be such as will afford proper facilities for 
scavenging, 1553 air of must be excluded from drains, 132; cleansing 
of, 22 ; construction of, 156. 

Chapel, a public building, 66. 

Charcoal as deodorant, 22. 

Chases in walls, 106; explanation of term, 1o6. ° 

Chimney flues, proximity of tmber to, 112; jambs in certain cases to be tied 
in with iron bars, 10g , openings, timber under, 112 ; breasts, timber in, 112; 
openings, face of certain brickwork about, to be rendered, 112 ; flues, metal 
holdfasts near, 112; flues caaried on arches to be supported with iron bars, 
tri; flues, openings for ventilators into, 112; jambs, width of, 11o; flues, 
thickness of brickwork about, 110; backs, thickness of, 110 ; flues at cerfiin 
angle to have eatra thick brickwork, 110; breasts may be omitted in shops, 
108; breasts to have proper foundations, to be bonded into walls, 108 ; 
flues to be pargeted inside, 108; flues, size of, 108; flues to be rendered 
ontside im certain cases, 10g . flues may be lined with stoneware piping, 108 ; 
Opening, support of chunney breast above, rog, flues from close ranges, &c., 
to be of extra thick brekwork, 10g, breasts on corbels, 108. e 


; ‘ e Pe act : 
Chimneys, 108; masimum height above roof. 111: minirfium height above 
roof, ret. imexposed localities, hetzht above roof for, 111; of new buildings, 
byclaws with respect to the structure of walls, toundations, roofs, and, 75. 


Sgdsmney Sweepers Act, 1840 (sec. 6), 108, 213. 

Church, a public building, 66 e 

Circulation of air, transverse streets desirable for promotion of, 73. 
Circular Letter to rural authorities, ro. of Local Government Board, 1. 
Clark 7. Bloomfield, 163, 168 

Cleanliness tn slaughter houses, 1838 


Cleansing of privies, Nc. 15, 19. Of footways, &c, 15, 19: of fixed receptacles, 
21; of movalile receptacles, 21. Of cosspools, 22: of ashpits, 22. 


Closets, size of, 194 

Closing of buildings unfit for human habitation, 156. 

Cobbold, Dr. Spencer, on Entozva, 189 

Cooking apparatus. brickwork of chimney flues to be of extra thickness, 109. 
College, a public building, 66 

Coles 1. Fibbens, 45. 


Commencement of new street or building, notice to be given of, 164; of 
work before approval of plans, 103. 


Committees, access to slaughter-houses, 186. 


Common Lodging Houses, seamen, &c., 60; definition of, 41, 42; byelaws 
aS tO, 39; registration of, 43; preliminary inspection of, 43 ; wholesomeness 
of, 43; cubic capacity in, 44. 48 ; legal definition of, 45; registration of, 
45; Inspection of, 45; fixing number of lodgers in, 46; legal decision as 
to, 45 ; metropolitan police, 48 ; separation of sexes in, 50 ; married couples 


229 


Common Lodging Houses—continued. 

in, 50; ‘ Lancet” on, 51; cleansing of rooms, §1 ; cleansing of yards, 51 ; 
cleansing of windows, 51 ; cleansing of bedding, 513; personal ablution in, 
52; removal of filth from, 52; closets in, 53 ; ashpits in, 54; abatement of 
nuisances in, 53; ventilation of, 55: aning of bedding in, 55; kitchens in, 
57 infectious diseases in, 56; joint occupancy of beds in, 58 ; re occupation 
of beds, 58; furnishing of, 58; notices and placards in, 59 ; penalties as to, 
59; repeal of byelaws as to, 60. 


Concert-room, a public building, 66. 


Concrete, advantages of covering sites with a layer of, 76 ; blocks in substitution 
of wood bricks 1n party walls, 106. 
@ 


Conduct of officers, regulations as to, 7. 
Confirmation of byelaws, 7, 8, rr. 


Construction of ashpits, 154; of cesspools, 156; of new streets, 72; of 
slaughter-houses, 175. 


Contagious Diseases (Animals) Act, 1878, 190. 
‘Container ” in watercloset apparatus prohibited, 143. 
Contraventions of byelaws to be amended, 165. 
Cooper z. Wandsworth District Board, 168, 160. 
Copies of deposit plans, 163, of byclaws, 6, 11, 12. 
Corbelled out chimney breasts, 108. 

Corner sites. opey space about re-erected buildings on, 122. 
Corrugated iron buildings, exemption of certain, 70. 
Cottager’s allotments, 36. 

County lunatic asylums, exemption of, 68. 

Covering materials for roofs, 113, 


Cross-walls, matenals and construction of, 82. thickness of chimncy-backs in, 
110; when so deemed, 86, internal partitions not regarded as, 98; thick- 
ness for, 98. 


Crown, law officer’s opinion, 4. 

Cruelty in sliughter-houses, prevention of, 186, 187 

Cubic capacity in common lodging-houses, 44, 48. 

Culs-de-sac, 75. 

Cumber v. Bournemouth Improvement Commissioners, 163. 


“D traps” in watercloset apparatus prohibited, 143. 
Damp sites for new buildings ; dangers to health from, 76. 
Damp course in walls, alternative positions for, 84. 
Dampness of sub soil of site of building, 128. 


Dangers to health from damp sites for new buildings, 76; of supplying w.c’s. 
from cisterns for general domestic use, 143. 


Decisions as to pig nuisances, 35. 
Defacing of byelaws, 7, 12. 


Definition of common lodging-house, 41, 42; of common lodging-house, legal 
decision, 45. 


Deodorant, charcoal as, 22. 
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Depots for filth, 33. 


Deposit plans may be required to be in duplicate and drawn in ink on tracing 
cloth, 161; plans of intended new building, 161; plans of intended new 
streets, 160; plans, copies of, 163. 


Disconnecting-chamber between drains and sewer,132 ; diagram of a suit- 
able, 133. 


Diseased animals in slaughter-houses, 190. 


Distance of smoke-pipes from timber, 113: across open space in front of new 
buildings, 1143 across open space in front of re-erected buildings, 114: 
across open space at rear of buildings, 116. 


Distilleries, 67. 

District, interpretation of, 67. 
Dock buildings, exemption of, 68. 
Dogs, and tapeworms, 18g in slaughter-houses, 188, 189. 


o 


Domestic building, interpretation of, €7: open space in front of new, 114; 
open space at the rear of new, 11%. @ 

Down-spouts for rain-water from roofs of buildings. 130. should be discon- 
nected froin drains, 1.4¢ 


Dr. Ballard, F.R.S., on shaughter-houses, 174. 

Dr. Barry and Mi. P. Gordon Smita on back-to-back house construction, 116. 
Dr. J. Hunter on housing of the poor, 51 e 
Draft forms tor byclaws, 12 « 

Drain, interpretation of, 67 


Drains, materials for 130, size for, 130, to have proper fall, 130; to have 
Laer, Watertight gornts. p30. to be hud on bed of concrete. 13¢ . not to pass 
beneath building cxcept whereeunavordable, 130. beneath landing to be 
specnuly ventilated, 13a. to be trapped from sewer or cesspool, 1315 of 
sinall diameter, advantages of, 1313 to be specially arranged when passing 
beneath butlding, ©3rc intets to be properly trapped. 131: of cast-iron, 
132, must not receive aw from public sewers or from cesspools, 132 7 right- 
angled qunetions prohibited, 233. ventilation of, 134. to have at least two 
openings for ventilation, 134g. mimimum sizc for ventilating openings in, 
135, soil-pipe of we. mas be used for ventilating, 135: ventilation— 
explanation of regulations as to, 136° means of aceess should be provided 
to, 137: prohibition of inlets to, within buildings, 138; ventilation of, cases 
where the ventilating shafts may be dispensed with, 138 ; ventilation where 
w.c, accommodation is wholly outside house, 138: rain-water pipes should 
be disconnected trom, 140: to have no communication from privies, 153 ; 
to have no communication from ashpits, 155: to have no communication 
from cesspools, 156, notice to be given before covering up any, 164. 


Drainage of site of building, 128: of buildings, 128; of lowest storey of 


building, 130: of cellars, 139: of Slaughter-houses. 173 :; in slaughter-houses, 
maintenance of, 188 :of stables, &c., 36. 


Dry Earth, desctiption of. 21; influence of. 21. 
Duration of slaughter-house license, 182. 
Duties of officers, regulations as to, 7. 


Dwelling-house, interpretation of, 67. not to be let or o eupied unnl certified 
as fit for habitation, 166. 


Dwellings, filth deposits, near. 34. 
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Earthclosets, cleansing of, 21: im common lodging-houses, 54; and privies 
are permissible under statute, 141; and waterclosets to have special means 
of ventilation, 142; and waterclosets to be so placed as to have an external 
wall, 142; and waterclosets to have eaternal windows, 142: to have 
receptacles for dry earth, 145 ; to have apparatus for application of dry earth 
to excreta, 145; with fixed receptacles, 145 ; receptacle not to be sunk below 
ground, 146; inside buildings should have movable receptacles, 146 5 size of 
receptacle when fixed, 146; materials for receptacle when fined. 146 5 
waAxmuMmM size for movable receptacles m, 146. with fined receptacles may 
be prohibited from bene constructed Inside buildings, 146 with movable 
receptacles, 148. 


Eaves guttering to roofs, 11% 

Ends of joists and beams in party walls, 106 
English bond in brickwork, 79. 

Entrances to new streets, 75. 

Erection of slauchter-house, licence for, 179 
Bxcavated sites, reyulations as to building on, 77 
Excrement, daily amount of, 194. 

Exclusion of ground-air from buildings, 76. 
Exempted buildings, 68. 

Exhibition room, a public building, 67 
Ex*parte Crosby, 164 

Explanation cf regulations ay to drain®ventilation, 136. 


External wall, interpretation of, 66; walls in certain Cases to have parapets, 
tor. wally, thickness of chimney backs mn, 110; walls, woodwork in, 100 ; 
openings tn. gy: and party walls, recesses in, 105. and party walls of public 
buildings and buildings of the warchquse class, thicknesses for, 93 5 ance 
walls of domestic buildings, thicknesses for, 87. 


Factories, 67. 

Farm Buildings and cattle, 36. 

Farmers and their refuse, 32. 

Fat in slaughter-houses, 1go. 

Fielding 7. Rhyl Improvement Commissioners, 68. 


Filth, byclaws as to, 25. 29. removal, regulations for, 30, 315; cargoes, 33; for 
apricultural purposes, 34 , receptacles to be covered, 36 ; 1n common-lodging 
houses, 52. to be removed from foundations of new buildings, 75. 


Fire-places, thickness of brickwork at back of, 110. 
Fixed receptacles, cleansing of, 21. 

Fixing number of lodgers in common Jodying-houses, 46. 
Flemish bond in brickwork. 79. 


Flintwork walls to have a proportion of brickwork in pters and horizontal 
courses, 99 ; walls, thickness for, 99. 


Flooding, regulations as to building on sites liable to, 77. 
Floor of ashpits to be above ground level, 154. 


Fioors and hearths, no authority for byelaws as to, 112; of privies, their 
material and level, 150. 


Flushing apparatus to be provided to water losets, 143. 
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Footings to walls, 83 ; to chimney breasts, 108. 

Footways, removal of snow from, 29 ; in new streets, construction and width - 
of, 74- ; 2 

Forms of notice as to buildings unfit for human habitation, 158, 1§9. 

Foundation of a building, notice to be given before covering up any, 16 


Foundations to chimney breasts, 108 ; filth to be removed from, 76; of walls, 
84; roofs and chimneys of new buildings, byelaws with respect to the 
structure of walls, 75. 


Fowls and tubercles, 190. 


Gaols, exemption of, 68. 

Garden ground and refuse removal, 19. 

Gardeners and their refuse, 32. 

General Board of Health, circular as to common lodging-houses, 42. 
Gooding 7. Ealing Local Board, 161. 

Ground-air, exclusion of, from buildings, 76. 


Guardians of Chertsey Union as rural sanitary authority (app.) v. Marreco 
(resp.), 141. 

Gulleys, waste-pipes not to discharge directly over, 139, 140. 

Guttering to roofs to be of incombustible material, 113. 


Habitable rooms, height of, 127; rooms without fire-places, vehtilation of, 127; 
rooms to be provided with proper windows, 127. 

Half-timber work, construction of walls of, 79; walls, thickness for, 99; 
mumammeceiulations as to the construction of, 81. 

Hall «7. Smalipiece, 68. as 

Hall (app.) v. Nixon (resp.), 163. 

Hand-flushing of w.c.'s prohibited, 143. 

Hanman 7. Adkins, 183. 

Harbour buildings, exemption of, 68. 

Hattersley and others (app.) 7. Burr (resp.), 163. 

Headers in brickwork, 79. 

Hearths, no authority for byelaws as to, 112. 

Heap 7. Burnley Rural Authority, 35. 


Height for habitable rooms, 4, 127; of storeys, mode of measurement of, 86; 


of walls, mode of measurement of, 86; of footings to walls, 83 ; of chimneys 
above roof, 111. 


Herschell, Sir Farrer, as to height of rooms, 127. 

Hibbert v. Acton Local Board, 68. 

Highway Act, 18365 (sec. 72), 217 ; (sec. 73), 218. 

Hobbs 7. Dance, 68. 

Holiow walls, 79 ; construction and thickness of, 79. 
Hoop-iron as a substitute for bond-timber in party walls, 106. 
Hopkins 7. Smethwick Local Board, 168, 169. 

Horsell «. Swindon Local Board, 166. 


233 
Hospitals for infectious diseases, exemption of temporary, jo; a public 
building, 66. 
Hotels, chimney flues from kitchens to have brickwork of extra thickness, 109. 
House refuse, removal of, 20. 
Houses of correction, exemption of, 68. 
Hoyle, W. E., on human Parasites, 1809. 
Hunter, Dr. Julian, 51, 58. 


Infectious disease in common lodging-houses, 56 ; infectious hospitals, excmp- 
tion of temporary, 70. e 


Injury to health from keeping animals, 25, 27. 


Inlets to drains to be properly trapped, 131; to drains within building, pro- 
hibition of, 138. 

Inspection of byelaws, 12, 13; of common lodging-house, 45; surveyor to 
have access to work for purposes of, 166. 

Internal walls, thickness of chimney backs in, 110. 

Interpretation of terms, 66. 

Interpretation Act, 1889 (sec. 31), 67. 

Invalid byelaws, 5s. 

Impsovement of Land Act, 1864, exemption of buildings under, 69 

Iron buildings, exeMption of certain, 71. 


James, Sir Henry, as to height of rooms, 127. 
James (app.) 7. Wyrill (resp.), 162. 


Joint occupation of rooms in common lodging-houses, 50; use of beds in 
common lodging-houses, 58. 


Joists, ends of, in party walls, 106; how to be supported when party walls are 
only nine inches thick, 107. 


Jones 7. Parry, 117. 
Junctions of drains at right-angles prohibited, 133. 


Kerbing in new streets, 74. 
Kitchens in common lodging-houses, 57. 
Knackers’ Yards, licensing of, 178. 


Lairs, in connexion with slaughter-houses, 173. 

Lancet Sanitary Commission, 51. 

Land Commissioners of England, buildings exempted under, 69. 
Langdon v. Broadbent, 45. 

Lath-and-plaster partitions, not controlled by byelaws, 98. 


Law officers opinion, 4; on meaning of common lodging-house, 42 ; on common 
lodging-house regulations, 47. 


Lecture room, a public building, 66. 
Legal objection to byelaws, 4. 
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Leuckart, Professor, on Parasites in man, 189. 

Length of walls, mode of measurement of, 86. 

Letter to urban authorities, 1; of Local Government Board, 25th July, 1887, 
Level of new streets, 72. 


Licence of slaughter-houses, 172. to erect a slaughter-house, 179; to use a 
slaughter-house, 181; for slaughter-house, form of, 182: for slaughter- 
house, form of, 18.4. 


Licensing of knackers’ yards, 175. 

Local Acts, byelaws under, 6. 

Local Government Act, 1858, 177. ° 

Local Government Board, approval of byelaws, 6 ; letter to Rural Authorities, 
10; power of, to order cleansing of privies, &c., 17: Memorandum on 
common lodping-houses, 41. 

London County Council and metropolitan slaughter-houses, 174 and 22 

Low-lying sites for new buil lings, regulations as to, 77. 

Lowest stores of building to be capable of being drained, 130. 


Manchester, experience at the dramage Of prvies at, 153 
Manufactories, 67. 

Married Couples in common lodging houses, 50 

Masonry walls, thickness for ag 

Masters « Pontypool Local Board. 168 

Materials, Xe. tor drains. p30) and Construction of cross walls, 8&2. 
~+waude and others 7 Baildon Local Board, ;:. 

Maximum height of chimneys ahove roof, Trt: size for ashpits, 154. 
Mayor of Sunderland : Brown, 7: 

Means of access should be provided to drams, 137. 


Measurement of length of wally S86. of height of storeys, 86. of height of 
walls, So. 


Medical Officer of Privy Council reports, 24. 

Memorandum of Local Government Board. 07. 25. as to bvelaws relating to 
Clainsing, ty. Ql as to common lodyany house byvelaws, flr as to byelaws 
under seeuon 657 of Publ Health Act, 1875. 63. as to slaughter- 
houses, 17 

Merchant Shipping (Fishing Boats) Act, 1883, 60. ( sce 438), 221. 

Metal holdtasts near ues, 112. 

Metropolitan Board of Works and slaughter-houses. 174 and 224: require 
ments as to open space about buildings, 217 2 police district and cleansing 
byelaws, 23. police district, 31. 32. police and common lodging-houses, 48 
police regulations, 58 

Mining buildings. exemption of, ey. 

Minimum height for chimneys above root, 111. size for ventilating openings 
in drains, 135: sive for windows of waterclosets and earthclosets, 142. 

Model Code, alterations in, 8&. . 

Movable receptacles, cleansing ot, 21. 
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New streets, sewerage of, 3. 


New streets and buildings, byelaws with respect to, 66. penalties for offending 
against the byelaws, as to, 167. 

Newspapers, notices in, 6. 

Night scavenging, 30, 31. 

Notice, plans and description of intended new building, 161: as to closing 
buildings unfit for human habitation, 156; to be given of completion ot 
new street, 166; of commencement of new street or building, 164; and 
plan of intended new street, 160. to be given betore covering up any sewer 
or drain or any foundation of a building. 164; of completion of amendment 
of work in contravention ef byelaws, 165: to be given of completion of new 
building, 166 ; to amend work in contravention of byelaws, 146. 

Notices in newspapers, 6; in common lodging-houses, 59. 

Nuisances in slaughter-houses, 174: in common lodging-houses. 53: from 
refuse, &c., 20; byelaws as to, 25, 29: suppression of, 7. 


Occupation of slaughter-house, 1&1 

Occupiers and refuse removal, 1. 

Offences against byelaws, 6. 

Officers, access to slaughter-houses, 184. 

Openings 1n external walls, g9 i in party walls prohibited. 105. for ventilators, 
&c., into chimpey flues, 112. 


Open-space about buildings, requirements In the metropolis as to. 117. about 
buildings on sites tapering to the rear, 124: 1n front of buildings, tay sat 
side of buildings, 116 ; about buildings not afterwards to be built upon, rig. 
116, 125, about buildings ino the case of sites adjoining two “CES 
meeting at an acute angle, 119. ig¢ommendations by the Roval Con 
mission on the housing of the working classes, r884, as to, rig. about 
buildings, windows to overlook. 126. about re-ereeted buildings on corner 
sites, 122 : about buildings on sites of shallow depth, 1203 stables may be 
exempted from requirements as to, 117 > about buildings, mi 4, at rear of 
buildings, 116. 


Orchard houses, exemption of, vo. 

Owners, removal of filth by, 33. 

Ownership of plans of new streets and buildings, 160, 163. 
Out-buildings, 67. 


Pail closets, 21. 


Parapets in certain cases to external walls, 101; party walls to have, 102 ; 
to party walls, if dispensed with wall must) be carned up to roof-covering, 
103; to party walls may in some cases be dispensed with. 103; to be 
coped or ctherwise protected from weather, 10s. 


Parasites in man, 189. 
Pargeting of chimney flues, 108 


Parkes, Professor, M.D., F.R.S. on removal of filth from foundations of new 
buildings, 76. 


Partitions of lath-and-plaster not controlled by byelaws, 98. 
Party-wall, interpretation of, 66. 
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Party-walls of domestic buildings, thicknesses for external and, 87; of public 
buildings and buildings of the warehouse class, thicknesses for external and, 
93; to have parapets, 102; must be carried up to roof-covering if no parapet 
be provided, 103 ; recesses in external and, 105: walls to have no openings 
left in them, 105; timber in, prohibition of, 106; ends of joists and 
beams in, 106; thickness of chimney backs in, 110. 


Paving of slaughter-houses, 173, 174. 
Payment for copies of byclaws, 6. 


Penalties, 6, 22, 23, 37, 192, recovery of, 6; as to common lodging houses, 
59; for offending against the byelaws as to new streets and buildings, 167. 

Penitentiaries, exemption of, 68. e 

Pigs, and slaughter-houses, 190. ; 

Piggeries, distance clause, 34 ; position of, 34, 35. 

Plant-houses, exemption of, 69. 

Plans of new streets and buildings, as to the ownership of, 160; and sections 
of intended new streets, 160; of new streets what they must show, 1Q0 ; 
of new buildings what they must show, 161; secuuons and description of 
intended new buildings, 161 > of new streets and buildings may be required 
to bein duplicate and drawn in ink on tracing cloth, 161. 


Position of waterclosets and earthclosets, 142. 

Poultry-houses, exemption of, 69. 

Pounds for animals, 189. : 
Prefatory memorandum, 3. : 

Premises, removal of filth from, 32. for cattle, 35; for horses, 35. 
Principal Secretaries of State, exemption of buildings erected by, 60. 
Yrinting of byclaws, 6 
Prisons, exemption of, 68 


Privies, abohtion of, 20; cleansing of, 22. 1n common lodging houses, 53; and 
earthelosets permissible under statute, 1g1, tub-closets have been recog- 
nized as, 142. proximity to buildings, 148. proximity to water supply, 149 ; 
must be so placed as to afford proper facilities for scavenging, 149 3 venti- 
lanon of t49 i. size of movable receptacles for, 150; floors of, «50; with 
movable receptacles, construction of, 150; with fixed receptacles, con- 
struction of, 151, maximum size for fixed receptacles in, 152; fixed 
receptacles to be wholly above ground, 152: not to communicate with 
drains, 1§3 2 capacity of, rag. 

Privy Council annual report, 20. office reports, 1865, 51, 58. 

Projection of footings to walls, 83 : of corbelled out chimney-breasts, 108. 


Proximity of timber to flues, 112: of metal holdfasts to inside of flues, 112 ; 
of privies to buildings, 148 > of privies to water supply, 149; of ashpits to 
buildings, and to water supply, 153% of cesspools to buildings, 155; of 
cesspools to water supply, 155. 

Public building, interpretation of, 66. 

Public hall, a public building, 66 . 

Public slaughter-houses, 192: LocalGovernment Boardon, 192; byelawsas to,192. 


Public buildings and_ buildings of the warehouse class, thicknesses for external 
and party walls of, 93; ventilation of, 128: sewers should not be ventilated 
through house-drains, 132. 


e 


art 
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Public Health (Confirmation of Byelaws) Act, 1884, 177, 222, 223. 

Public Health (Buildings in Streets) Act, 1888 (sec. 3), 213. 

Purity of air, need for, 33. 

Public Health Act, 1848, 177. 

Public Health Act, 1875 (sec. 4), 67; (sec. 4), 130: (see. 4), 195 3 (see. 23), 
196; (sec. 24), 196; (sec. 25), 1973 (See. 35), 20: (See. 35), 19072 (sec. 30), 
197; (secs. 35, 30 & 37), 1413 (sec. 37), TOS; (sec. 42), 17, 195 (See. 42), 
23; (sec. 42), 32; (sec. 42), 1983 (see. 43), 190% (See 44), 24 (See. 44), 
17; (sec. 44), 253 (sec. 44), 323 (See. 44), 352 (see. aa) rors (sec. 4), 
199; (sec. 47 (3) ), 156: (sec. 47), 199: (Sec. 50), 27: (see. 50), 27: 
(sec. 5c), 200: (sec. 76) 42: (sec. 76), 200, (sec. 77), 200; (sec. 758), 
42; (sec. 78), 200; (sec. 79), 200; (sec. 80), 41: (see. So), age (sec. So), 
57; (sec. 80), 201; (sec. Sr), 2018, (Sec. 82), 201. (sec. 82), 201. (see. 
83), 201 3 (sec. 84), 573 (suc. 84), 2013 (see 85), 453 (see. 85), 2004 (see, 
86), 42; (sec. 86), 57: (sec. 86), 2023; (see $7), 42. (see. 87), 2023 (See, 
88), 202; (sec. 89), 41: (sec. 89), 202, (Sec. gy), 202; (See Y5), 203; 
(sec. 96), 203; (sec. 102), 203: (see. 110), tga: (see 116), 20.45 (See. 
117), 204; (sec. 118), 205; (sec. rg), 205, (sec. 124), 57 5 (see. 124), 
205; (sec. 157), 3; (sec. 157), 63. (Sec. 157), 206, (see 158), 163 168 ; 
(sec. 158), 64, 207; (sec. 159), 64, 67. (sec 159), 207% (sec. 160), 207 ; 
(sec, 169), 33 (sec. 169), 208; (see. 170), 208 . (sec. t82), 4. (sec. 182), 
6; (see. 182), 10, (sec. 182). 208 ; (sec. 183), 63 (sec. 183), 200 5 (see. 184), 
6; (sec. 184), 83; (sec. 184), try (see. 184), 135 (sec. 184), 20g y (see. 
a85), 209; (sec. 186), 12; (see. 186), 210; (see. 187), 7. (see. 187), 
210; (sec. ,1%®), 7; (sec. 188), ago; (see. 189), 7, (see. 189), 210; 
(sec. 251), 210, (Sec. 252), 2113 (See. 253), 2115 (see. 254), 211s (see. 
306), 7; (sec. 306), 12, (Sec. 306), 211, (sec. 315), 72 (see. 315), 124 
(sec. 315), 212. (sec. 326), 75 (Sec. 326), 125 (sec. 326), 212. 


Railway buildings, exemption of, 70. e 


Rain-water, removal from roofs of, 113, 130. ptpes should: be disconnected 
from drains, 1.40. 


Random-work walls, thickness for, 99 
Ratepayers, byclaws open to their mspection, 6 
Recesses in external and party walls, 105. 


Re-erection of buildings on corner sites, Open space in the case of the, 122; 
of buildings, open-space in front in the case of the, 114. 


Refuse, &c., nuisance from, 20; removal, &¢., by occupiers, 1g; removal, &c,, 
by authorities, 19. 

Reg. v. Llewellyn, 53 

Reg. v. Rose, 5. 

Reg. v. Wood, 5. 

Reg. 7. Brown, 76. 

Reg. v. West Cowes Local Board, 164. 


‘Registration of slaughter houses, 172; of common lodging-houses, 45 ; of 
slaughter-house premises, 185. 


- Regulation of Chimney Sweepers and Chimneys Act, 1840 (sec. 6), 213. 
Regulations as to officers, 7; by local authority, 7. 


Removal of filth, hours for, 30: of house refuse, 15, 19: of filth from founda- 
tions of new buildings, 76. 
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Rendering inside of chimney flues, 108. 

Re-occupation of common lodging-house beds, 58 
Repeal of byelaws, 23, 37, 60. 

Return walls to be properly bonded together, 83. 
Revision of byelaws, 7. 

Richardson (app.)v. Brown (resp.), 68. 

Right-angled junctions in drains prohibited, 133. 

Risks and dangers of damp subsoil of sites of buildings, 76. 
Robinson: Barton, Eccles, &c., Local Board, 72. 
Roofing of filth receptacles, 36 


Roofs, height of chimneys above, 111; removal of rainwater from, 113, 130 ; 
covering of, 113: and chimneys of new buildings, byelaws with respect to 
the structure of walls, foundations, 75. 


Rooms, ventilation of, 4. height of, 4 ; without fire-places, ventilation of, 127. 


Royal Commission on the housing of the working classes, 1884, recom- 
mendations as to open space about buildings, 119. 


Royal institute of British Architects, views of, 1 
Rubble walls to be thicker than brick walls, gg. 
Rudland «7. Mayor, &c., of Sunderland, 7s. 
Rural Authorities, cucular letter to, 10. and piggeries, 35. 
€ 
Salt and snow, mqurious mixture, 29. 
Sanitary Authority, uth of, 8. interpretation of, 67 
Saunders ev- part, 53. 
“School, aopuble building, 66. « 
Schools, influence of Hlth depots on, 33. 


Sculcoates Rural District, special regulation as to low-lying sites for 
buildings in, 77. 


Scullery sink in basement, waste-pipe from, 14o. 

Sealing of byelaws, 13. 

Sectional areas of four-inch and stv-inch drain pipes, 131. 

Sessions House, cremption ot, 68 

Sewer, interpretation of, 07 | notice to be given before covering up, 164. 
Sewerage of new streets, 75- 

Sewer-air to be excluded trom house drains, 132. 

Sexes, separation of, in common lodging houses, 50. 

Shiel (app.) 7. Mayor of Sunderland (resp.), 162. 

Shops, 67. 

Sidings and filth depots, 33. 

Simon, Sir John, K.C.B., FLR.S., 20 

Site of building, drainage of, 128. 

Sites impregnated with faecal matter, 75: of new buildings, filth to be removed 


from, 75; of new buildings to be covered with concrete, 76; tapering to 
the rear, open Space about buildings on, 124. 
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Size of chimney flues, 108. of windows in habitable rooms, 127: for drains, 
130; for soil-pipe of watercloset, 139: of window for waterclosets and 
earthclosets, 142 ; of ashpits, 154 

Skins in slaughter-houses, 190. 

Skylight cannot be subsutated for window im watercloset or cartheloset, tg2. 

Skylights not regarded as windows, 127 


4 
Slaughter-house, structure of premises, 173. meaning of licence for, 178; 
licence to occupy a, 181. form of heence tor 182. leence, duration of, 
182: heence, extent of premises affected. 183 > boundanes of premises, 183 ; 
form of licence for use of, 184. premises, registration off 18s. nuisances, 
Dr. Ballard on, 186: ICEeENS FO, Tw Oftfee rs, iS, 


Slaughter-houses, byelaws i to, tog. Memorandum as ton rz tb. repistration 
of, 172. heensing off 172. water supply to. 173: huts in connexion with, 
1733 approaches to, 173; drainage of, 173. wally of, s73 0: relation of 
closets to. 173. preliminary inspection of, 1735 distance trom dwellings, 
173: Ventilation of. 173. paving of, 173. Dr. Ballard on, 174; nuisances 
In, 1743 arrangements in, 175. business in, 176. cleansing of, 176, 1913 
nature of heence for, 178. appheation tor heence to erect, 17g: struetural 
requirements of, 180, 18r. access to. by Comin.ttees, 1863 provision of 
water to, 186: ventilation to be maintained, i187. prevention of cruelty in, 
186, 187 . cleanliness of. rSS oo repan of, 188. drainage to be muaintaimed, 
188; Flounds for animals, wg. dogs not tobe kept in, 180. keeping of 
animals in, 18g; and danger of parasites, ESQ. and Entozoa, 189, pigs not 
ao be kept in, 190, and tubercle, 1go,. keeping of fowls in, 1g0; and 
diseased angnmels, rgo. skin and fat im, 1g0; and water supply, 190; 
vessels for blood in, 1gt, penalties as to, to2. public ones, 192: conditions 
of, in metropolis, 174, 224. 


Slaughtering, pain in, 187. 

Sleeping in lodging-house kitchens, 57. 
Slop-sinks, waste pipes from, 139. 
Smoke-pipes, distance of timber from, t1 3. 
Snow, byelaws as to, 25, 29; mixed with salt, 29. 


Soil-pipe of W.C. to be fixed outside building, 139; of W.C. not to be trapped 
at foot, 139; of W.C., ventilation of, 139 : of W.C., size for, 139, of W.C. 
may be used for ventilating drains, 135. 


Stables, &c., to be drained, 36; may be exempted from requirements as to 
open space, 117. 


Statutory Enactments and byelaws, 5. 
Stevens 7. Gourley, 68. 
Storeys, mode of measurement of height of, 86. 


Street, notice to be given of completion of new, 166 ; who 1s the “person” who 
lays out a new, Case ab tO, 72: what Is a new, Case as to, 72; Interpretation 
of, 67. 

Streets, and buildings, byelaws with respect to new, 66 ; removal of filth through, 
32; and buildings, memorandum of the Local Government Board as to 
byelaws with respect to new, 63; level of new, 72; intended for carriage 
traffic, 72; exceeding 100 feet in Jength to be laid out for carriage traffic, 72 ; 
width and construction of, 72; affording secondary access to houses, 73 ; 
not intended for carriage traffic, width of, 73; entrances to new, 75; 
sewerage of new, 75. 
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Stretchers in brickwork, 79. 

Structural requirements of slaughter-houses, 180, 181. 

Structure of walls, foundations, roofs and chimneys of new buildings, byelaws 
with respect to, 75. 

Subsoil drainage, 128. 

Summer-houses, exemption of, 69. 

Sunderland, Mayor of, 7. Brown, 72. 

Support of chimney breast above chimney opening, 109. 

Suppression of nuisances, 7. 

Surveyor to have access to work for purposes of inspection, 166. 

Suspension of byelaws by’sanitary authorities, 4. 

Swine, keeping of, in slaughter-houses, 221. 

Swine’s dung, 35. 


Tapering sites, open space about buildings on, 124. 

Tapeworms from dogs in slaughter-houses, 189. 

Taverns, kitchen chimney flues to have extra thick brickwork, 109 

Taylor 7. Lyson, 182. 

Templates under ends of girders, 107. 

Temporary infectious hospitals, exemption of, 70. 

Terms, interpretation of, 66. 

Thatch as a roof-coveriny prohibited, 113. 

Theatre, a publi building, 66. 

Thickness for cross-walls, 98 ; for walls built of materials other than brickwork, 
98 ; for masonry walls, 99 ; random work walls, 99 ; boulder work walls, 99 ; 
flint work walls, 9g ; half-timber work w alls, 99 ; of brickwork about chimney 
flues at certain angles, rro; of brickw ork about chimney flues, 110; of 
chimney backs, 110. 

Thicknesses for external and party-walls of domestic buildings, 87 ; for external 
and party-walls of public buildings and buildings of the warehouse class, 93. 

Timber, distance from smoke pipes, 113; in party walls, prohibition of, 106; 
near flues, 112. 

Tinkler 7 Wandsworth District Board, 20. 

Title of sanitary authority, 8. 

Tenia Echinococcus and slaughter-houses, 189. 

Topmost storey, interpretation of, 66: storeys, mode of measurement of height 
of, 86. 

Towns Improvement Clauses Act, 1847 (sec. 128), 171. 177, 186, 191, 
215: (sec. 202), 177; (sec. 74), 213: (sec. 80), 214; (sec. 125), 214: (sec. 
126), 214; (Sec. 127), 183, 185, 186, 215; (sec. 129), 186, 215; (sec. 130), 
216; (sec. £31), 1g0, 216, 

Town Police Clauses Act, 1847 (sec. 28), 188, 217. 

Transverse streets desirable for circulation of air. 73. 

Trap in waste pipe should be provided, 140. 

Trichina and slaughter-houses, 190. 

Trough-closets with automatic flushing apparatus, 142. 
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Tub-closets recognized as privies, 142. 
Tubercle and slaughter-houses, tgo. 
Tucker (app.)z7 Rees (resp.), 147. 162. 


Uncleanliness, evils of. 20 

Unsealing of tap. air-pipe to prevent the, 139. 

Urban Authorities, letter trom Local Government Board, 1. 
Urine, daily amount of, tg4. 


Value ot dry carth, 21. 


3 

Ventilating openings in diams to have suitable covers, and to be of adequate 
sive, 135. 

Ventilators, openings into chimney ues for insertion of, tre. 


Ventilation of rooms, 4. of common lodging houses, 55 . of buildings, 114. 
of space beneath lowest boarded floor of building, 126 ;lof buildings by 
ewindows overlooking open space, 126. of rooms without fire places, 127. 
of publi buildings, 128. of pubhe sewers should not be through house 
drains, 132, of house drains, 134. of dramms.cases where the ventilating 
shafts may be dispensed with, 138: of sotl-pipe of W.C., 139 3 waterclosets 
and carehclosets to have special means of. i42.. of privies, 149 5 Of cess 
pools, 156. of slaughter houses, 173. to be maintained in slaughter- 
houses, 187 


Vessels m slaughtehouses to be cleansed, gt. 


Waite vw. Garston Local Board, 73 


Warehouse class of building, interpretation of, 67; class, thicknesses 
for external and party walls of public hyildings, and buildings of the, 93.7 


Waste-pipes not to discharge dnectly over gulleys, 139, 140; how to dis 
charge, 139. from scullery smk in basement, 140, should be trapped, 14o. 


Walls, foundations, roofs and chimneys of new buildings, byclaws with respect 
to the structure of, 75, materials and construction of external and party, 78; 
hollow, 79 to be built tue and plumb, 82, materials and construction of 
cross, 82; projection and height of footings to, 83, return, to be bonded 
together, 83; damp proof course in, S4. foundations of, 84; mode of 
measurement of height of, 86, mode of measurement of length of, 56; 
when deemed cross, 86 of domestic buildings, thicknesses for caternal 
and party. 87, of public buildings and buildings of the warehouse class, 
thicknesses for external and party, g3, openings in external, gg; wood 
work in external, 100: chases in, 106; of slaughter-houses, 173. 


Wanstead Local Board «. Wooster, 35. 


Water supply to W.C) to be distinct from that for domestic use, 143: Wwaste- 
preventing cisterns suitable tor waterclosets, 143; supply to slaughter. 
houses, 173; to be provided for animals in slaughter houses, 186. 


Waterclosets in common lodging-houses, 52 ; and earthclosets to have special 
means of ventilation, 142. and carthclosets to have external window, 142 ; 
and carthclosets to be so placed as to have an external wall, 142; to have 
basin of proper material, shape, capacity, &e., 143, water-supply for 
domestic use to be distinct from that for, 143 ; not to have any “container” 
and I) trap, 143; to have proper flushing apparatus, 143; long hopper- 
shaped basin prohibited for, 1.44. 
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Whitchurch ex parte, 53. 

Wholesomeness of common lodging-houses, 43. 

Width of streets not intended for carriage traffic, 73. for carriageway in new 
streets, 74; and construction of new streets, 72; of street, interpretation 
of, 67. 

Window to waterclosets and earthclosets, size of. 142. 


Windows to be made tu opea, 127. to be provided in habitable rooms, 127 ; 
tu overlook open-space about buildings, 126 ;in common lodging-houses, 55. 


Window-frames, Xc., to be set back m reveals, 101. 

Woodwork in cvternal walls, roo , under chimney openings, 112 , near flues, 112 
Wood pilates in party-walls. prohibition of, 106 

Work done in contravention of byclaws may be cut into or pulled down, 167. 
Workhouse, a public building, 66 
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